Utility Occupancy Application and Permit 

Permit #_ 

Applicant Information: 

DAKOTA A LLC. of HftastzyO 77&7Z. 


mj^\ 


Owner of Facility 

*3 cg_ hnA \\to 

Mailing Address 


City 


State 


/ — ^ a — Telephone Number 

Q/nrea. Se * 803 

Applicant s Agent t Title ' Telephone Number 


r -- ' ' ! 'v-i.rrr -J 

! .MU i ■ . j -L. ' . 

Mercer County Road # / (i?ST SLO Direction N S^e) 


miles-Jrom- 6 ity-ot_ 


Section(s) 


or - {AJzL£xQ. ffl+tes-from Junction Mercer County Road # o 

& <=^"6 Township 1*43 ft] Range QO 


Type of Facility: 


30“ CDuoa Diu 

Description of proposed facility (include drawings/sketches/staking sheets 

OB Ml Ca 1 - 


Description of proposed method of installation 


r / ^"11 


Size of Facility 

Number of Cables 

Length of Downfeuys^ ^ 

mo 


IV 1 A- 

Pipeline Pressure 

Location of Polefs) 

Size of Casing 

Location of Annurtemannpc; 

Length of Casing 

1 npQ+inn_n+horo 


V 


(Vents, Manholes, Valves, etc.) 

Terms & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions; and the 
installation & maintenance provisions, attached hereto and made a part hereof. 


A. 

B. 

C. 

D. 

E. 

F. 

G. 

H. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 


Installation shall be completed on or before 

2, 


’ 4 - " A - 


Date 

Applicant is hereby granted permission to install & maintaii 
hereof. 



-20 IT - 

Vice President, Land and Right of Way 


Applicant Signature 
facilities applied for, as shown on the plans attached hereto & made a part 


Approved by Mercer County Board of Commrssroners/Roacf Superintendent this 0 & day of A-l 1 

J^L JUjL 

/ Road Superintendent 


20 


/t 



Cvorrma. 


nty Commission 

-c?i 

fC? “Ssf- Sco 


Longitudinal: 


~ — — , 

Location # 

flh (LLh - ( l 'n ■ Highway # ' (i?_Sf - Ya U_) Lanes of Traffic-2 4 < S^.CXl 0/\ Im H ■€_ 

Direction N S (B)N fe ot from mil e marke r 

Direction N S E W mile s from - etty-of^ 

or mi le s f rom junction highway # 


Location # 

Highway # Lanes of Traffic 2 4 

Direction N S E W feet from mile marker 

Direction N S E W miles from city of 

or miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway #_ 


Interstate Highways (applicant’s description of the proposed method of ingress and egress to each work location). 


oiu °lOo 

t U Sf , SU^ 


FILE: R: V s\ 103957\DISCIPUNE\CAD\DRAWINGS\93-PERMH\NORTH DAKOTA\MERCER C0UNTY\1 03957— P8-NI 016.900.dwg PLOT DATE: 10/27/2015 BY: MADAMBA. JOEY 



SCALE: 1 - =40’ 



PIPE SPECIFICATIONS 

PIPE 30” O.D. x 0.625” W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN. TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFILE 

SCALE: r=40’ HORIZ. 
r=20’ VERT. 


(T) X=2380513.41 

Y= 171 58254.06 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 13 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: £ FENCE 
AT STA. 1+08, ELEV. 1953.89’ 


10/27/15 


03/02/15 


REV. DATE BY 




PRV 


ISSUED FOR USE/P ERMIF 


ISSUED FOR USE/PERM1T 


DESCRIPTION 


RC 


RC 


CHK. 


PROJECT NO. 


10395700 


WOOD GROUP MUSTANG, INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


I* DAKOTA ACCESS, LLC 


MERCER COUNTY 


PROPOSED 30" DAPL PIPELINE CROSSING 

16TH STREET SW (UNIMPROVED) 

JNTY NOI 


RTH DAKOTA 


D RAMIN BY: MS 

DATE: 01/30/15 

DWG. NO. 

REV. 

CHECKED BY:RC 

DATE: 03/02/15 

ND-ME-01 6.900 

B 

SCALE: AS SHOWN 

APR.: 




Owner of Facility 

]Zqo h\Mvv ? 

Mailing Address 

fed v.u a aua a) h tt-vm 

Applicant's Agent i 


Dew* 

Title “ 


Telephone Number 

30.3 31 1 ' 2 & 

Telephone Number 


Mercer County Road # PtVi ^ Direction N(€)e W miles from city of 

°r 1 nFHtesTfrom Junction Mercer County Road # J (j7 STT ^ 4 ".) 

Section(s) Towrtshio ^ ^ Rannp ^ f) i 


Section(s) 


Township 


Range 


Il& e of Facility : ^ 

3 O Ckrtx. Ofci i L t Pg U | r _ 

Description of proposed facility (include drawings/sketches/staking sheet) 

OP&mJ Car 

| ; t ■ Description of proposed method of installation 

k ^ y 

| \ Size of_Hacility Number of Cables Length of Down G 

' MA K7 1 A- 


Number of Cables 


BY: — 


Length of Down Guys 


A3 A 


Pipeline Pressure 


Size of Casing 


Length of Casing 



Location of Pole(s) Location of Appurtenances Location-Others 

(Vents, Manholes, Valves, etc.) 

Terms & _ Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions- and the 
installation & maintenance provisions, attached hereto and made a part hereof. 

A. Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

B. Applicant shall notify the IVIercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the IVIercer County Road Superintendent. 

C IVIercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 

Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 

D. Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way, which may be damaged as a result of the installation Si maintenance of said facilities on highway right of way. 

E. Applicant shall remove sard facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

F Con tai n m e nt of Weed s u n t II pe r ma ne nt g rass has bee n est abl rs hed . 

G. Additional installation & maintenance requirements are as follows (if applicable): 


Installation shall be completed on or before 

Z ) t > // Op 


Vice President, Land and Right of Way 


Applicant Signature 


Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a part 
hereof 


Approved by Mercer County Board of Commissioners/Road Superintendent this 


A f'n - iY\ 


toad Superintendent 

/A t I „ Cl . A 



0 J]q_ 


nty Commission 




F!L£: R:\Projects\103957\DISCIPUNE\CAD\DRAWtNGS\93-PERMfT\NORTH DAKOTA\M ERCER COUm\,03957-P8- N D-ME-016.9,0.d»g PLOT DATE: 3/4/20,6 BY: MANSKE. MATTHEW 


MERCER COUNTY, NORTH DAKOTA 

SECTIONS 25 & 30, TOWNSHIP 143 NORTH, RANGES 90 & 89 WEST 

v <£ 16TH STREET SW 


:nd-me-oi 6 . 000 : 

LOIS WANNER 




S 45'56*51 " E 
V FK3W 


44' 


(ND-ME-Q1 7,000) 
ARCHIE J. AND 
ANNE MARIE WANNER 


WA ^ £ PROPOSED 

Isk 30 ' PIPEUNE ^ 


CND-ME-01 6.910: 




£LAN 

SCALE: r-50' 


NATURAL- 

GROUND 


PIPELINE WARNING SIGN 
AND TEST STATION 
(7YP. BOTH SIDES) 


1910H MIN> 


PROPOSED 
JO” PIPELINE 


MIN. 


PIPE 30" O.D. x 0.625" W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN. TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


246* mr 

PROFILE 

SCALE: r=50' HORIZ. 
1”=20* VERT. 


r 7\ X=2381 820.34 
^ Y=1 71 56989.65 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 13 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: £ FENCE 

AT STA. 1+02, ELEV, 1917.83' 


ElGEKQEQa 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


PROJECT NO. 10395700 


WOOD GROUP MUSTANG. INC. 




DAKOTA ACCESS, LLC 


PROPOSED 30" DAPL PIPELINE CROSSING 

72ND AVENUE SW 


MERCER COUNTY 

NORTH DAKOTA 



NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


DRAWN BY: JMH 


CHECKED BY:TC 


SCALE: AS SHOWN 


DATE: 03/03/16 DWG. NO. 

gg- 0 ^’ 8 ND-ME 


ND-ME-01 6.9,0 












Owner of Facility 


Mailing Address 



<Z\nn 


Title 


Telephone Number 

T h3d£S 

Telephone Number 


Mercer County Road ; 


Section(s) 


?T° Direction N S miles from city of 

b> OO j nsttes-from Junction Mercer County Road # Of^ ^ 
& Township / V 3 Range \ 





-G^u.O€i Oil 

Description of proposed facility (include drawings/sketches/staking sheet) 

Ml 

Description of proposed method of installation 


Siz4iif Facility - 

-me 

Pipeline Pressure 


Number of Cables 

ft ’i h ^ 

Size of Casing 


Length of Down Guys 
Length of Casing 


Location of Pole(s) Location of Appurtenances Location-Others 

( p (Vents. Manholes, Valves, etc.) 

Terims & Conditions: Installation and method of said facilities on highway right of way shall be subject to the Following terms & conditions' and the 
ms ta I la Iron & maintenance provisions, attached hereto and made a part hereof. 

A Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities 
All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent 
Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way 

Applicant shali repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway riqht of 
way. which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 
fc Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when thev are 

requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable 
F Containment of Weeds until permanent grass has been eslablished. 

G- Additional installalion & maintenance requirements are as follows (if applicable): 

R Installation shall be completed on or before 


Zj"// 


) Vice President, Land and Right of Way 

Applicant Signature 


Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a part 

f 1 1? 1 1? o r 


Approved by Mercer County Board of Commissioners/Road Superintendent this 


1 


/UD-r 


bad Superintendent 


Chairman i 


■cii-Qao n Q ^-suJ 


rfnty Commission 




FILE m cown\,M95,-P8-ND-ME-0,7.,20.d.Q FUJI ME 3/3/20L6 K .SC 


MERCER COUNTY. NORTH DAKOTA 

SECTIONS 30 * 31, TOWNSHIP 143 NORTH, RANGE 89 WEST 

£ CR-11 


(ND-ME-017.000) 
ANNE MARIE WANNER 


S 40'06'23'' E 
FLOW 




h / f 




" V-g PROPOSED 
/ 30" PIPELINE / 


ND-ME-01 7,920 

.ELAN 

SCALE: r-50' 


(ND-ME-01 7.000) 
ANNE MARIE WANNER 


NATURAL- 

GROUND 


"PIPELINE WARNING SIGN 
AND TEST STATION 
(TYP. BOTH SIDES) 

. r 1910' 


PIPE 30" O.D. x 0.625” W.T. 

API 5LX-70 HSAW 
COATING; 14-16 MILS FBE 
SERVICE; CRUDE OIL 
INSTALLATION: OPEN CUT 
MIN TEST PRESSURE: 1,800 PSIG 
MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROPOSED - 
30* PIPELINE 


230' MIN. 



E9EES3HDEQi| 

23 | 


DATE 


PROJECT NO 



PROFILE 

SCALE: r=50 f HORIZ. 
1"=20‘ VERT. 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


no. 1 0395700 


WOOD GROUP MUSTANG, INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


H 1 890’ 

X=894374.64 
^ Y=1 71 53205.07 
DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD B8) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: £ 17TH STREET SW 
AT STA. 1+01, ELEV. 1905.64’ 


DAKOTA ACCESS, LLC 


PROPOSED 30 DAPL PIPELINE CROSSING 
mercer county 1 7TH STREET SW u 0RT 


DRAWN BY; JWH 


CHECKED BY: RC 


SCALE: AS SHOWN 


DATE: 03/02/16 

DWG. NO. 

DATE: 03/02/16 

ND-ME-01 7.920 

APP.: 


NORTH DAKOTA 













Applicant Information: 

PAdDfVA ACC&E*^ LLC. 

Owner of Facility 

* 3 GO ij Y^i A [ vV C V|D E=-g~t 

Mailing Address 

, An u? 6. L . 1 1 g At ion h <z \m 

Applicant's Agent [ 


plication and Permit 


of 


>£ \~ih i-Vn K Hair) 
Title I 


Permit # 


-ill (o' 


State 


Telephone Number 
Telephone Number 


Mercer County Road ; 


Section(s) 


IK } Direction/^ SEW 


l V Direction^ S E W miles from city of 

Q. miles from Junction Mercer County Road # D 3 c G u) 

-3> ^ . Township / <-/ 3 Range ffiy ' 



3D Ck^iLio^. OiL ^tP^uyui^ 

Description of proposed facility (include drawings/sketches/staking sheet) 


{' - ^ A 

Pipeline Pressure 


_.OPe^ Car 

Description of proposed method of installation 


Number of Cables 

foj A 

Size of Casing 


Length of Down Guys 

14 1 I 

$ ^ i jg-fl - 

Length of Casing 


Location of Pole(s) Location of Appurtenances Location-Others 

. _ (Vents, Manholes, Valves, etc.) 

,Tf & Conditions; Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions- and the 
installation & maintenance provisions, attached hereto and made a part hereof. 

A Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent 

B Applicant shall notify the Mercer County Road Superintendent <13 hours prior to maintaining, relocating, or removal of said facilities 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent 
Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
mg n way right of way 

D Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 

way which may be damaged as a result of the installation & maintenance of said facilities on highway right of way 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established 
G Additional installation & maintenance requirements are as follows (if applicable): 

H Installation shall be completed on or before 


Z / »// 


) Vice President, Land and Right of Way 

Applicant Signature 


hereoT ^ ' S hereby P ermission t0 & maintain the facilities applied for, as shown on the plans attached hereto & made a part 

Approved by Mercer County Board of Commissioners/Road Superintendent this or. day of AaAL 20 


Rc^ff Superintendent 


(Ub -M 4 -G! 7 Q 33 


T 2 / a ^ C GU 


Chairman, MenKrran] 



FILE; R : \Projects\103957\DISClPUNE\CAD\DRAWINGS\93-PERMfT\NORTH DAKOTA\MERCER COUNTY\1Q3957— PB-ND-ME-017.930.dwg PLOT DATE: 3/3/20,6 BY: RICKS. 


MERCER COUNTY, NORTH DAKOTA 

SECTIONS 31 & 32, TOWNSHIP 143 NORTH, RANGE 89 WEST 


% 

S 40'06 , 23" E / 42 ’ ^ 

FLOW X 


£ PROPOSED 
30 * PIPEUNE 


( ND-ME-01 7.000 ) 
ANNE MARIE WANNER 


( ND-ME-017.0Q0 ) 
ANNE MARIE WANNER 


PLAN 

SCALE: r-50' 


t > v 

v V * 


* x/ £ 2 3R D ST. S W 
: ND-ME-01 7.930) 


NATURAL- 
I GROUND 


-PIPELINE WARNING SIGN 
AND TEST STATION 
(TYP. BOTH SIDES) 


PROPOSED - 
30* PIPELINE 


PIPE 30" O.D, x 0,625" W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


[itpiVfJTl LI I 

ICTIM 


DATE 


PROJECT NO. 



253' MIN. 

PROFILE 

SCALE: r=50' H0RI2. 
r=20' VERT. 


rr\ X=895304.76 
^ Y= 171 521 00.77 


DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: $ 71 AVENUE SW 
AT STA. 1 + 12, ELEV. 1906.20' 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


no. 10395700 


WOOD GROUP MUSTANG, INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 





DAKOTA ACCESS, LLC 

PROPOSED 30’ 

’ DAPL PIPEUNE CROSSING 

71 

AVENUE SW 

MERCER COUNTY 

NORTH DAKOTA 


DRAWN BY: MSM 


CHECKED BY: RC 


SCALE: AS SHOWN 


DATE: 03/03/16 DWG. NO 

ND-ME 


ND-ME-017.930 












Applicant Information: 

ACCffSfr-, kLC. 


Permit 


Lui4) 


Owner of Facility 

es#? tvv c ^i 


of V-\ OusE^O "1 ^ 7 OQOZ 


City 


State 


Mailing Address K . 

Q / n e& Umnu/^h^vp Se Fkv-.vk l^mT %rn 

Applicant s Agent t Title * Telephone Number 






Telephone Number 


Telephone Number 


Mercer County Road .Sf ■ S k) Direction N S E <$_ 


miles from city of. 


Section(s) 


or f ^ ^?Q TTritesTrom Junction Mercer County Road # C ^ ^ l J 

'b 0^ & 5~ Township [ 2- Range 


Type of Facility: 


£)il- '^[pg 


£L 


r^oenfm 

V " 


Description of proposed facility (include drawings/sketches/staking sheet) 


„ MAR 1 1 


11 

BY:— 


U 


OP p w Cur 


Description of proposed method of installation 


Size of Facility 


Er X 0~ 


Pipeline Pressure 


Number of Cables 

M ft 


Size of Casing 


Length of Down Guys 

H ? /' A- 

v t n 


Length of Casing 


Location of Pole(s) Location of Appurtenances Location-Others 

(Vents, Manholes. Valves, etc.) 

Terms & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions; and the 
installation & maintenance provisions, attached hereto and made a part hereof 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable) 


Installation shall be completed on or before 

Z l i> 


Date 



Vice President, Land and Right of Way 

Applicant Signature 


Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a part 
hereof 

Approved by Mercer County Board of Commissioners/Road Superintendent this _ day of / 20 ! b . 

'YfrZL 

Road ^Superintendent _ CtfmrrnatfJWler 


D- WE - QQ_0 -C] \() j g 5/;^ 


airmaaJWlercer County Commission 





FILE: R:\Projects\103957\DISCIPUNE\CAD\DRAWINGS\93-PERMT\NQRTH DAKOTA\MERCER COUIW\103957-PB-ND-ME-020.910.d, 9 PLOT DATE: 3/3/2016 BY: RICKS. 




SECTIONS 32 <fc 5. TOWNSHIP 143 & 142 NORTH, RANGE 89 WEST 

Q. CR. 11 


A/ A 

4 w 


(ND-ME-020.000 ) 
JIM AND DARLENE 
SWENSON 

S 40'06‘23 m E 


# /© 


€ PROPOSED 
30“ PIPEUNE 


(ND-ME-01 7.000) 
ANNE MARIE WANNER 


$7 PW A? 

( ND-ME-020.910 ) 


EiM 

SCALE: 1’=60’ 


q ft; o 
o o 

CtC QC 

Li_ x ©r u_ 
O H- LjJ O 

00 3: 

o ^ o 

a a' “ s 

rO *+ -<J- 

03 O «— 
+ + + 
O — 


-PIPELINE WARNING SIGN 
AND TEST STATION 
(TYP. BOTH SIDES) 


NATURAL- 

GROUND 


PIPE 30" O.D. x 0.625" W.T. 

API 5LX-70 HSAW 
COATING: 14-16 MILS FBE 
SERVICE: CRUDE OIL 
INSTALLATION: OPEN CUT 
MIN. TEST PRESSURE: 1,800 PSIG 
MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


rW Mil ;l I 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


PROJECT NO. 


10395700 



PROPOSED 30* PIPEUNE 

235’ MIN. 


PROFILE 

SCALE: r=60’ H0RIZ. 
r=20' VERT. 


WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


X=898943.60 
^ Y= 171 47780.49 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEO ID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 19B3. 

U.S. SURVEY FEET 

T.B.M.: <L 18TH STREET SW 
AT STA. 1+04, ELEV. 2050.34’ 


DAKOTA ACCESS, LLC 


PROPOSED 30 DAPL PIPEUNE CROSSING 

18TH STREET SW 

MERCER COUNTY NORTH DAKOTA 


DRAWN BY: SMR | DATE: 03/03/16 | DWG. NO. 

DATE: 03/03/16 I 

ND-ME-020.910 


CHECKED BY: RC 


SCALE: AS SHOWN 












^ppiacant information: 

Owner of Facility 

* S> CO A \ vV ^TC? g. UI 

Mailing Address 

Jflig Q- v- U a nun q h cl \nn 

Applicant's Agent [ 


and Permit 


of V ou.n t dyO 

City 


mnsJdtfA 

Title “ 


Permit# 



<. 1-^COZ* 

State 


Telephone Number 


Telephone Number 


IVIercer County Road #_ 


Section(s) 


direction N0E W miles from city of 

. rmtee-from Junction Mercer County Road # I Sf~ S it) 
Township Range 


Si T) 


Type of Faci]jtv; 


3Q1 t&aoe. Oi}~ 

Description of proposed facility (include drawings/sketches/staking sheet) 

QRmM Ca r- 

Description of proposed method of installation 


nEOfc^ v e -ii 
K MAR 1 t M LH=,on»y 

Pipeline Pressure 


Number of Cables 


Size of Casing 


Length of Down Guys 
Length of Casing 


Location of Pole(s) Location of Appurtenances Location-Others 

(Vents, Manholes, Valves, etc,) 

ft ^ on< *itiqns : Installation and method ot said facilities on highway right of way shall be subject to the following terms & conditions- and the 
installation & maintenance provisions, attached hereto and made a part hereof. 

A. Installation of said facility shall be done in a manner satisfactory to the IVIercer County Road Superintendent 

6 Applicant shall notify the Mercer County Read Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the IVIercer County Road Superintendent 
C Mercer County shall not be liable for damage to sard facilities resulting from reconstruction or maintenance of the highway Applicant shall hold 

Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way 

O Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 

way, which may be damaged as a result of the installation & maintenance of said facilities on highway right of way 
E Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 

reguested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established 
G Additional installation & maintenance requirements are as follows (if applicable): 


Installation shall be completed on or before _ 

2L ) *>//&> 


Vice President, Land and Right of Way 


Applicant Signature 


Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a oart 

norpnF “ 


Approved by Mercer County Board of Commissioners/Road Superintendent this day of _M=Adl_ 


q IA 


Ro/d Superintendent 


ceTCeunty Commission 


IV D- m Fl - (n i -? Q g /) -# /* 5 n , . „ / ) 
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MERCER COUNTY, NORTH DAKOTA 

SECTIONS 4*5, TOWNSHIP 142 NORTH. RANGE 89 WEST 


18TH ST. SW 



(NO -ME 
ARLYCE 


-022 .QQO 
SCHULTE 


-ME-01 7,000) 
MARIE WANNER 


% 

\ 


FIM 

SCALE: 1“=40’ 


. ND-ME-01 7.940 . 


-£ PROPOSED 
30* PiPEUNE 


X 


-PIPELINE WARNING SIGN 
AND TEST STATION 
(TYP. BOTH SIDES.) 


NATURAL- 

GROUND 


2070H MiN 


PROPOSED - 
30* PIPELINE 


4* -J hao7o* 

MIN. 


PIPE 30" O.D. x 0.625" W.T. 

API 5LX-70 HSAW 
COATING: 14-16 MILS FBE 
SERVICE: CRUDE OIL 
INSTALLATION: OPEN CUT 
MIN TEST PRESSURE: 1,800 PSIG 
MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 



nEEVDEa 

IBB 


ISSUED FOR USE/PERWT 


DESCRIPTION 



237' MIN. 

PROFILE 

SCALE: r=40* HORIZ. 
1"=20’ VERT. 


PROJECT NO. 10395700 


WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


MERCER COUNTY 


DRAWN BY: ARC 


CHECKED BY:RC 


SCALE: AS SHOWN 


u 2060’ 

ft) X=900350,52 
w Y= 17146266.72 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1903. 

U.S. SURVEY FEET 

T.B.M.: <L 70TH AVENUE SW 
AT STA. 1+05, ELEV. 2083.58’ 


DAKOTA ACCESS, LLC 


PROPOSED 30 DAPL PIPEUNE CROSSING 
:ounty 70TH AVENUE SW 


NORTH DAKOTA 


03/03/16 


03/03/16 


DWG. NO. 


ND-ME-01 7.940 











Application and Permit 


Applicant information: 

M lA i ; ^ Cxi- 9? c -iM LM<2- 

Owner of Facility 

AyAivC 0 -^ 


Permit# 


fl> 30 (/bj 


Of 


H Ou.'bt 


City 


A T^&OZ; 

State 




n 


n 


Mailing Address 


Telephone Number 


LV* \& a. \\ k j\ cx^Aq b &\nn S& P<kv)Ac, FW viT 5 30,3 

t t Title ’ T^lanhrtna Mi innhnr 


Applicant's Agent 


Telephone Number 


Mercer County Road # I ^ St. SU } Direction N S E j^T) 

or f O - m iles- f rom Junction Mercer County Road # C-* h<i l 


miles from city of 


Section(s) 


¥ 


a 


Township , 


iq-z- 


Range 


Type of Facility:: 


I-™ <p* p:“ ? '\J "’r 

g ; s tir*- A W ^ 

iff " T " 


Description of proposed facility (include drawings/sketches/staking sheet) 

OP i?>i- ; Cu r- 


Description of proposed method of installation 


— S-ize.of Facility 

1110 

Pipeline Pressure 


Number of Cables 


Length of Down Guys 


Size of Casing 


Mii. 


Length of Casing 


Location of Pole(s) 


Location of Appurtenances Location-Others 

(Vents, Manholes, Valves, etc) 

L S t ato^o?& C r^n1in'f n r S: lnstalladon and ™ e ‘ hod ° f said fa =i'^s on highway right of way shall be subject to the following terms & conditions; and the 
instaifauon & maintenance provisions, attached hereto and made a part hereof. 


A. 

B. 


D. 

E. 

F. 

G. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent 

n0tlfy tlle Wlercel Co “ ni1 ' Roac1 Superintendent <18 hours prior to maintaining, relocating, or removal of said facilities 
All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent 
uTZZ TOt b ? Ilabfe M darna 9 e 10 said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 

highway^ht' ofway 3 " 7 ^ * emp ° yeeS harmless for ln ) ur1 / 10 persons or damage to property resulting from the location of said facilities on ° 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way, which may be damaged as a result of the installation & maintenance of said facilities on highway right of way 9 V 9 

, 1 rer T e J a ' d f3 ? t,eS from n '3 ilwa '/ d 9"‘ of wa V shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. y 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requtfements are as follows (if applicable): 


Installation shall be completed on or before 


Z j n //(^ 


Date 



Vice President, Land and Right of Way 


Applicant Signature 


Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & 


made a part 


Approved by Mercer County Board of Commissioners/Road Superintendent this 


Road Superintendent 



mjfity Commission 
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MERCER COUNTY, NORTH DAKOTA 

SECTIONS 4*9. TOWNSHIP 142 NORTH. RANGE 89 WEST 

<t OR - 13 


l ND-ME- 022.000 1 
ARLYCE SCHULTE 


S 29'4-7'5r E 
FLOW 


£ PROPOSED 
30 * PtPEUNE 


f M 

/ y 

<*/ / 



0 

; ND-ME-Q 22 . 9 QQ ] 


PLAN 

SCALE: r= 40 f 


^ ND-ME- 023.000 ^ 
ARLYCE SCHULTE 


GROUND \ 1 1 

LL 1 i 


AW 

T MIN. 

T MIN. 


— 1 

r. min. 


1 

/ t 


— r 


PROPOSED -- 
JO" PIPEUNE 

^ 200’ MIN. 




PIPE 30* O.D. x 0.625” W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


-ERQ-EI. LE 

SCALE: r- 40 ‘ HORIZ. 
r= 20 ' VERT. 



-PIPELINE WARNING SIGN 
AND TEST STATION 
(TYP. BOTH SIDES) 

r 1990 ' 


!3 Eao 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


PROJECT NO. 


10395700 



WOOO GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


MERCER COUNTY 


DRAWN BY: JWH 


CHECKED BY;RC 


SCALE: AS SHOWN 


/r\ X« 902308.25 
^ Y= 1 71 42375.81 
DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 86) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 19B3. 

U.S. SURVEY FEET 

T.B.M.: <£. 19TH STREET SW 
AT STA. 0+88, ELEV. 1985.50’ 


DAKOTA ACCESS, LLC 


PROPOSED 30 DAPL PIPEUNE CROSSING 

auNiy 19TH STREET SW 


DWG. NO. 


NORTH DAKOTA 


DATE: 03/02/16 


DATE: 03/02/16 


ND-ME-022.900 










Applicant in forma Hon: 

PflKfcTA LLC- 


Utility Occupancy Application and Permit f 

Permit # |k>5 >((^ 0 ] 


Owner of Facility 

1 3 QO A t VV F g'T 


ot TV ousf gP 


City 


L2i 

State 


Mailing Address 


Telephone Number 

■va .vie a. L U a nu/v? h Sff. l~iW k R^VlT ^D,-i ■ - <3 « 

Applicant's Agent t J J 


Title 


Telephone Number 


Mercer County Road # (o<j[ §±)£ Direction N^s)e 


W 


miles from citv of 


Section(s) 


or 1 0 ^ D^x Q [ 'fffltee-from Junction Mercer County Road # Cj-? ^ 1 \ 

-3 & — LO— Township iH'Z- Range 


Type of Facility: 

30 " ifcuoe aiv ^tPjgu^F 

% \ Descri P tion of proposed facility (include drawings/sketches/staking sheet) 

i • II £>p t-' vi/ fYi t~ 


f , mAn 


1 1 2016 


11 


& ! i 


J 


Description of proposed method of installation 


BY: 


Size of Facility 

WO fel Gr 


Number of Cables 

P\P> 


Length of Down Guys 


Pipeline Pressure 


Size of Casing 


hi } I j\ 

*J£ £ tr 


Length of Casing 


Location of Pole(s) 


Location of Appurtenances Location-Others 

^ (Vents, Manholes. Valves, etc.) 

^T^f J? COn ^ ti ° nS: lnstal,ation and meth0d of sa,d facilitfes on highway right of way shall be subject to the following terms & conditions' and the 
installation & maintenance provisions, attached hereto and made a part hereof. ' me 


A 

B 


D. 

E. 

F. 

G. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent 

Applicant shall notify the Mercer County Road Superintendents hours prior to maintaining, relocating, or removal of said facilities 

A.I disturbed areas shaft be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent 

bounty shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
nignway ngnt or way. 

Applicant Shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under hiqhwav rraht of 
way: which may be damaged as a result of the installation & maintenance of said facilities on highway right of way 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds untit permanent grass has been established. 

Addition^ installation & maintenance requirements are as follows (if applicable): 


Installation shall be completed on or before 

2L ) / 1 // 


Date 



Vice President, Land and Right of Way 


Applicant Signature 


hereof 3 ^ ^ hereby 9 ranted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & 


made a part 


Approved by Mercer County Board of Commissioners/Road Superintendent this day of 20 /(* 

y^JL ' ' * 

Roa^ Superintendent 



fv 0 - m EL - o a ID loq dot duJ 


Chairman, 

Commission 
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MERCER COUNTY, NORTH DAKOTA 

SECTIONS 9 & 10, TOWN SHIP 142 NORTH, RANGE 89 WEST 

A Tc.r. ii\X 


S 53*4 1'26" E 
FLOW 


( ND-ME-023.000 ! 
ARLYCE SCHULTE 


' 9 , 


%\ » 


CND-ME-024.000) 
SHARON L. UNRUH 


PROPOSED 
30* PIPEUNE 


:ND-ME-023T9Tq: 


PLAN 

SCALE: r«40 f 


-PlPaiNE WARNING SIGN 
AND TEST STATION 
(TVP. BOTH SIDES) 


_ NATURAL 
GROUND 


PROPOSED - 
JO* PIPEUNE 


205' MIN. 


U 21 10’ 
4' MIN. 


PIPE 30" Q.D. x 0.625” W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN TEST PRESSURE: 1,800 PS1G 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFILE 

SCALE: r=40’ HORIZ. 
r=20* VERT. 



X=905357.03 
^ Y=1 71 39940.80 
DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: £ 69 AVENUE SW 
AT STA. 0+91, ELEV. 2128.72’ 


— ESE&B izaa 

153123 EH 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


PROJECT NO. 10395700 


WOOD GROUP MUSTANG. INC. 





DAKOTA ACCESS, LLC 

PROPOSED 30" 

DAPL PIPEUNE CROSSING 

69 

AVENUE SW 

MERCER COUNTY 

NORTH DAKOTA 



NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


DRAWN BY: MSM 


CHECKED BY: RC 


SCALE: AS SHOWN 


DATE; 03/03/16 DWG. NO. 

ND-ME 


ND-ME-023.910 













Application and Permit 


Applicant information: 

ll/— of 

Owner of Facility 

'1^' hi A tW 


Permit # 


IU5a( fu 


V\ ,/v’ 


City 


State 


Q 


vu.e a 


Mailing Address 

u aau/vo 

Applicant's Agent [ 


Telephone Number 

Se. Pkvxk ! *Q 2 _ 3 lfLSi/S£ : ) 

Tit,R ~ Telephone Number 


miles from citv of 


Mercer County Road # r 50-St''55f/) Direction N S E® . 

or ~h&S7) ‘ mites from Junction Mercer County Road # COF^ 1 3 ( 

— Sl - f E>~ Township i R Z- Range 


Section(s) 


Type of Facility: 

z j O 


iPl f "" ! > ""' 1 i'~ g "i if ~~ ""i 

Description of proposed facility (include drawings/sketches/staking sheet) 

OP&mJ Cur- 

iS m 1 1 2016 If 

1 H fi i 

^ I 1 ■: 

£>W. 


Description of proposed method of installation 

— s — , — Size .of Facility 

Number of Cables 

Length of Down Guys 

1440 

Or- 


#1/ 

Pipeline Pressure 

Size of Casing 

Length of Casing 

Location of Pole(s) 

Location of Appurtenances 

Location-Others 


j 


_ (Vents, Manholes, Valves, elc.) 

Ternis & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions' and the 
installation & maintenance provisions, attached hereto and made a part hereof. 


D. 

E. 

F. 

G. 


Installation of said facility shall be done In a manner satisfactory to the Mercer County Road Superintendent 

Applicant shall notify the Mercer County Road Superintendent 43 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right or way 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway riqht of 
way, which may be damaged as a result of the installation & maintenance of said facilities on highway right of way 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 

Installation shall be completed on or before 

Z ) 


Date 





Vice President, Land and Right of Way 

Applicant Signature 


Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a part 

I Iv/lcUf > 


Approved by Mercer County Board of Cornmissioners/Road Superintendent this 0 6 day of r\-J/ ) ( 

- - * // • » S) ' 


20 


(L 


fVT) - 


%^L 

Roajl Superintendent 

vY\ F -DO 4 Ci/)/) 



Chairman 


ty Commission 


O)/-. 's. 


n o / / ) 
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mm* 


rcwaii 


SECTIONS 10 & 15, TOWNSHIP 142 NORTH, RANGE 89 WEST 

t CR 13 (67TH AVE. SW) 


C ND-ME-024.000 ) 
SHARON L UNRUH 

S 3B’43'27" E 
FLOW 


/ 




1 ND-ME-024-.900 


pm 

SCALE: r=50* 


PROPOSED 
30* PIPEUNE 


( ND-ME-025.000 ) 
SHARON L. UNRUH 


PIPE 30" O.D. x 0.625” W. T. 

API 5LX-70 HSAW 
COATING: 14-16 MILS FBE 
SERVICE: CRUDE OIL 
INSTALLATION: OPEN CUT 
MIN. TEST PRESSURE: 1,800 PSIG 
MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFILE 

SCALE: r=50’ HORIZ. 
r=20' VERT, 


AND TEST STATION ' 
(TYP. BOTH SIDES) 


GROUND [ 

( f 


, T MIN. 1 

7 MIN. -4^. 

- 1 


l — 4‘ MIN. 

i ppnpnsrn 7 i 


rnwrXsOuU 

JO’ PIPEUNE 1 


226’ MIN. 



ISSUED FOR USE/PERM FT 


DESCRIPTION 


PROJECT NO. 


no. 1 0395700 


WOOD GROUP MUSTANG, INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


MERCER COUNTY 


DRAWN BY: ARC 


CHECKED BY: RC 


SCALE: AS SHOWN 


(T) X=908131,06 
^ Y= 171 369 1 2*79 
DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 80) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1903. 

U.S. SURVEY FEET 

T.B.M.: <L 20TH STREET SW 
AT STA. 1+00, ELEV. 2208.05’ 


DAKOTA ACCESS, LLC 


PROPOSED 30" DAPL PIPEUNE CROSSING 
;ounty 20TH STREET SW N0RT 


DATE: 03/03/16 


DATE: DJ/03/16 


APP.; 


NORTH DAKOTA 


DWG. NO. 

ND-ME-024.9G0 













lication and Permit 


Permit# 


Applicant Information: 

PftnCTA LLC 

Owner of Facility 

\ ^/VD I'YS !\ iiA ) QlTTP! 


Mailing Address 


Telephone Number 


Applicant’s Agent 


Telephone Number 


Mercer County Road 


Direction 


miles from city of 

rmtes-from Junction Mercer County Road # ^ ^ 


Section(s) 


Township 


Description of proposed facility (include drawings/sketches/staking sheet) 


Description of proposed method of installation 


of Facility 


Number of Cables 


Length of Down Guys 


-PipeJine.Pressure 


Size of Casing 


Length of Casing 


Location of Pole(s) 


Location of Appurtenances 

(Vents, Manholes, Valves, etc.) 

pnditiODSI Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions- and the 
Train te nance provisions, attached hereto and made a part hereof. 

Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent 

Applrcant sha" notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities 

Me kIm h tt1e,rorl 9' nat condition in a manner satisfactory to the Mercer County Road Superintendent 

Me ce Coun y shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway Applicant shall hold 

highwi Sorway 3 ^ “ 6mP,0y9SS h “ S for lo ° r damage to property resulting from the location of said Sihes on 

° r feP 'T e h ' 9llWa r S f rUCtL,reS Bnd appurtenances, and any existing facilities located on, over, or under highway right of 
way which may be damaged as a result of the installation & maintenance of said facilities on highway right of way 9 

Zu^Ti, , rsm r e n I ald fa ? ll,e ® fr0 T highwa y r,ght of wa y or Shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable V 

Containment of Weeds until permanent grass has been established 
Additional installation & maintenance requirements are as follows (if applicable): 

Installation shall be completed on or before 


Location-Others 


Vies President, Land and Right of Way 


Applicant Signature 


Applicant fs hereby granted permission to install & maintain the facilities 
hereof. 


applied for as shown on the plans attached hereto & made 


Approved by Mercer County Board of Comrnissioners/Road Superintendent this 


Roar( Superintendent 


.ommisston 



SECTIONS 15 & 14, TOWNSHIP 142 NORTH, RANGE 89 WEST 


. ND-ME-025.900 


S 37‘19’t3" E 'v 


( ND-ME-025.00Q ) 
SHARON L UNRUH 




V 



PLAN 

SCALE: 1”=60’ 




( ND-ME-026.000 : 
SHARON L UNRUH 


£ PROPOSED 
30 * PIPELINE 



i 

t 23RD STREET - SW 


natural 

GROUND 



PIPELINE WARNING SIGN - 
AND TEST STATION 
(7 VP. BOTH SIDES) 



PIPE 30” O.D. x 0.625” W.T. 

API 5 LX -70 HSAW 
COATING: 14-16 MILS FBE 
SERVICE: CRUDE OIL 
INSTALLATION: OPEN CUT 
MIN. TEST PRESSURE: 1,800 PSIG 
MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROPOSED 
30* PIPEUNE 


266’ MIN. 


PROFILE 

SCALE: r=60’ HORIZ. 
r=30’ VERT. 


frs X=9 10333.86 

^ Y=1 71 32699.24 
DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: <£. 68TH AVENUE SW 
AT STA. 1 + 18, ELEV. 2164.05’ 



mwmm 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


PROJECT NO. 


10395700 



WOOD GROUP MUSTANG, INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


MERCER COUNTY 


ORAWN BY: JWH 


CHECKED BY:RC 


SCALE: AS SHOWN 


0 DAKOTA ACCESS. LLC 


PROPOSED 30 H DAPL PIPEUNE CROSSING 

68TH AVENUE SW 


NORTH DAKOTA 


DATE: 03/03/16 DWG. NO. 
DATE:03/03/l6 I 


ND-ME-025.900 















Utility Occupancy Ac 


and Permit 


Applicant information: 

PAkfcTA Adtg^ LCC 

Owner of Facility 

1 3 CO h ^ A t \fp °>K> e £X 

Mailing Address 


„ n 

& Yu 


JLOJj, a niVV 

Applicant's Agent 


i <Z/yn 


of TV 0U c b>t~£>yv > 

City 


Permit# 


s3V m 





Telephone Number 
Telephone Number 


Mercer County Road ; 


Section(s) N 


Ty pe of Facility : 


Direction N S E __ miles from city of 

l 1 from Junction Mercer County Road # ClR* 


Township 


Range 


f i: 


BV; l 


1 ss w kr j I 


lDa L I 14 yV 

Description of proposed facility (include drawings/sketches/staking sheet) 

CfcGMJ Cu t~ 

Description of proposed method of installation 


Size of Facility 

i HMD i>pl6- 

Pipeline Pressure 


Number of Cables 

Mf* 

Size of Casing 



Length of Down Guys 

m/ft- 

Length of Casing 


Location of Pole(s) Location of Appurtenances Location-Others 

„ . (Vsnts, Manholes, Valves, etc.) 

LT!I!L , 0ndi ' ti0nS: lnsfallation and method of said facilities on highway right of way shall be subject to the following terms & conditions- and the 
installation & maintenance provisions, attached hereto and made a part hereof. ' ™ cne 

A Ins la Nation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

pp 'cant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities 
P . , bS , reS j,° f ? d f " le ' r °' l9l,lal condltion in 3 manner satisfactory to the Mercer County Road Superintendent 

r° V Sh H n ° bQ liable damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
h!ghway C r?g U ht ofway 3 ^ ° employees harmless ,or injury to persons or damage to property resulting from the location of said facilities on 

waC’wlurb 1 mL f h P <fH a ° r s '™ ctures and appurtenances, and any existing facilities located on, over, or under highway right of 

way whrch may be damaged as a result of the installation & maintenance of said facilities an highway right of way 

1 d f3 S !itieS fr ° m l " glmay ri9hl of way or shalf fe!ocate or ad i ust 3a ' d facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. V 

h * Containment of Weeds urrtri permanent grass has been established 
G. Additional installation & maintenance requirements are as follows (if applicable): 

R Installation shall be completed on or before 

Z- l n//(ys> T Vice President, Land and Right of Way 

~ — ” jh Ap^tiqant Signature 

Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a part 
Approved by Mercer County Board of Commissioners/Road Superintendent this 0C# day of ij[ A r< f 20 


Road Superintendent 


A/T> iY)y - 00-1/ A 


A) I AO 


Clfsirmarl 


Sunty Commission 
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MERCER COUNTY. NORTH DAKOTA 

SECTIONS 14 & 23. TOWNSHIP 142 NORTH, RANGE 89 WEST 

£ CR -13 

jy . 


C ND-ME-02&00(D 
SHARON L UNRUH 


S 37'19’13" E 




v¥ 




-<k PROPOSED /' 
JO" PtPEUNE /?' 




JjD-ME-026.900 . 


PLAN 

SCALE: 1 s -40 f 


( ND-ME-027,000 ) 
SHARON L. UNRUH 


NATURAL- 

GROUND 


PIPELINE WARNING SIGN- 
ANO TEST STATION 
(TYP. BOTH SIDES) 


PROPOSED- 
30* PIPEUNE 


220' MIN. 


PIPE 30” O.D. x 0,625" W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFILE 

SCALE: r«4tf HORIZ. 
r=20’ VERT. 


/T\ X=91 1231.83 

^ Y=17131521 .3 


w Y= 1 7131 521 .35 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD B8) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: <£ 21ST STREET SW 
AT STA. 0+98, ELEV. 2268.72’ 




ISSUED FOR USE/PERMIT 


DESCRIPTION 


PROJECT NO. 


10395700 



WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


MERCER COUNTY 


DRAWN BY: JWH 


CHECKED BY:RC 


SCALE: AS SHOWN 


DAKOTA ACCESS, LLC 


PROPOSED 30 DAPL PIPEUNE CROSSING 

21 ST STREET SW 


NORTH DAKOTA 


DATE: 03/02/1 6 


DATE: 03/02/1 6 


DWG. NO. 


ND-ME-026.900 












Permit# 


Type of Facility: 


'SQ V Ui^tlCyfzL 0)\~ 


Pte U\/U i 


Descr 'Pt' on of proposed facility (include drawings/sketches/staking sheet) 

6 Pp.i^ n.i r- 

, , . * * hfllfi | i Description of proposed method of installation 


l tfMi 1 1 ^ U 


— -—Size'of Facility 

WO 

Pipeline Pressure 


Number of Cables 

Size of Casing 


Length of Down Guys 

^ i j\ 

Length of Casing 


Location of Pole(s) Location of Appurtenances Location-Others 

^ (Vents, Manholes, Valves, etc ) 

" vfflf ^ J^ 0f ?diti°ns : Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions- and the 
installation & maintenance provisions, attached hereto and made a part hereof. 

A. Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

B. Applicant shall notify the Mercer County Road Superintendent 4a hours prior to maintaining, relocating, or removal of said facilities 
All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

C. ^° unt y not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway Applicant shall hole 
Mercer County and any of its employees harmless for Injun/ to persons or damage to property resulting from the location of said facilities on 
highway right of way. 

D. Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over or under highway riqht of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

E. Applicant shall remove said facilities from hjghway right of way or shall relocate or adjust said facilities at its sole cost & expense when thev an 
requested to do so by Mercer County which shall be completed as soon thereafter as is practicable. 

F. Containment of Weeds until permanent grass has been established. 

G Additional installation Sc maintenance requirements are as follows (if applicable): 


Installation shall be completed on or before 

2L- j ! > f / U? 


) V! CQ President, Land and Right of Way 

Applicant Signature 


Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a part 
hereof. K 


Approved by Mercer County Board of Commissioners/Road Superintendent this 


Rfiad Superintendent 

i\j 3 - t'Vi C. — C ) c-J : f - 


fUy Commission 


c 3t. S UJ 


DflldorA U,C- 

Owner of Facility 

^oo i v3 c vru> ^ 

__ Mailing Address 

Lvivue & v. u nmi/vo h <ltnn 

Applicant's Agent” t 


of H OUSzX~D\^ 

City 


>3. r th fr'virvs 

Title > 


State 


Telephone Number 


ma im 

Telephone Number 


Mercer County Road ; 


miles from city of _ 


or J I ~7 0 mitesdrom Junction Mercer County Road # ^ 

Section (s) A 3 & S^h. Township . I U7 Ranne 


Range 


Applicant Information: 
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MERCER COUNTY, NORTH DAKOTA 

SECTIONS 23 & 26, TOWNSHIP 142 NORTH. RANGE 89 WEST 

Q. COUNTY ROAD 13 


( ND-ME-027.000 ) 
SHARON L. UNRUH 

S 2731 '51 ” E 


M; 

/V / 




A- / \ 

y /$ a 

<3/ /<$ /* 


^ 3T05'^_1 


-<£ PROPOSED 
30” PiPEUNE 


C ND-ME-28.000 ) 
LARRY J. STEFFEN 


; ND-ME-027.900 ] 


PLAN 

SCALE: T=50' 


PIPELINE WARNING SIGN 
AND TEST STATION 
-(TYP. BOTH SIDES) 

r 2240' 


NATURAL- 

GROUND 


PROPOSED 30* PIPELINE 


PIPE 30" O.D, x 0.625" W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFILE 

SCALE: r=50 p HORIZ. 
1"=20' VERT. 


( 7^ X=914181.21 
^ Y= 1 7 1 261 22.51 
DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: £ 22 STREET SW 
AT STA. 0+87, ELEV. 2225.93’ 


HEEazDEsa 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


PROJECT NO. 


10395700 



WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


MERCER COUNTY 


DRAWN BY: SMR 


CHECKED BY: RC 


SCALE: AS SHOWN 


DAKOTA ACCESS. LLC 


PROPOSED 30* DAPL PIPEUNE CROSSING 

22 STREET SW 


NORTH DAKOTA 


DATE: 03/02/16 DWG. NO. 
^ATE: 03/02/16 F _ 


ND-ME-027.900 













Applicant Information: 


Occupancy Application and Permit 

Permit# 



. sJftMoTA iACCe ss ice. 

Owner of Facility 

/3g) g> Wain STggyT 

Mailing Address 

CtfilfiE CMMW&kSMl 

Applicant’s Agent 


of 

City 


Zk JjQQZ - 

State 


Telephone Number 

SR, ftffiT" 5?62 

Title Telephone Number 


Mercer County Road # i'S Direction N(s)E W 


L 


- — ^ 

mi les from ci t y ef 

C%p p O^Y- • Of. ^Sb> FTMtes-from Junction Mercer County Road # Q-Ql S|~- (SeCtlOr\ Ltv'ic. 

Section(s) Q. (j> & <3 S Township Range Is °[ Lc3 


Type of Facility: 


3o at PROLOG ail pip-^Uygjg 

Description of proposed facility (include ora wmqs/sketches/ 


Size of Facility 

rHD ferG 

Pipeline Pressure 


facility (includewawtags/sketches/staking shefet) - 

fcb'E/l 

i AR H201S a 

**- u 


Description of proposed method of installation 


Number of Cables 

m 


Size of Casing 


Length of Down Guys 

W/ft 

Length of Casing 


Location of Pole(s) 


Location of Appurtenances " Location-Others 

. (Vents, Manholes, Valves, etc.) 

inf^n?f :Qn f ti0nS: ,nsta,,ation and method of said faci,it ’ es on h ’9hway right of way shall be subject to the following terms & conditions- and the 
installation & maintenance provisions, attached hereto and made a part hereof. 


A. 

B. 

C. 


D. 

E. 

F. 

G. 

H. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent 

Applicant shali notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities 

Ail disturbed areas shall De restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent 

bounty shall not be (Cable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
highway^ht ofway 3 ^ ° f ^ emp oyees harmless for in i ur Y t0 Persons or damage to property resulting from the location of said facilities on 

itlafch 1 m! 3^, ° r reP 'f e h!9hWa , y s ( tractljres ancf appurtenances, and any existing facilities located on, over, or under highway right of 
way which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

pp rem r*f ,d fa S! lltles from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 

requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable y 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 

Installation shall be completed on or before 


'/» //c* 


Date 


Applicant is hereby granted permission to install & maintain 
hereof. 



HWj 2 0 13- 

Vice President, Land and Right of Way 


Applicant Signature 
facilities applied for, as shown on the plans attached hereto & made a part 


Approved by Mercer County Board of Commissioners/Road Superintendent this day of / 20 /fa 


Road Superintendent 



Chasrman, MercerCounty Commission 

yo-^^-o^Roo 


Longitudinal: 


Location # 


Co Highway # / 3 

Direction r(f)E W ___ 

Direction N S E W 

er 4-SfT* 


Lanes of Traffit^Z) 4 

feeL4rom4wle-mafke r 

rmiesTfem-eit-y-of 


naitee from junction highway # 7 ? <^TT // vx kin/) 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway #_ 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway #_ 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Interstate Highways (applicant's description of the proposed method of ingress and egress to each work location). 


/UD-YY|E-e>2^ 
C&& 13 
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MERCER COUNTY. NORTH DAKOTA 

SECTIONS 26 & 25, TOWNSHIP 142 NORTH. RANGE 89 WEST 

n £ 22ND STREET SW 


ce 


S 87‘54'39 


( ND-ME-028.000 ) 

LARRY J. STEFFEN 



<£ DITCH 

L. A 1 

TOP OF BANK 

EDGE OF ROAD 

1 

1 
o 1 

4% 

•IS 

LJ 

S a 

i » 

J 

TOP bank! 

X 

CJ 

f— 

d 

o' 

►- 

►- 

! 

-i 

- 

1 TOP BANK 

R/W FENCE 


( ND— ME-029.000 ") 

WESUE D. GUNSCH 

PROPOSED 
\ 30’ PIPELINE 



a/ 

to 

m 



-I 





CvJ 

d 

OJ 

d 




i 




LU 

to 

LU 

to 
















1 



►* 
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to 

tn to 

+| 

CO 

GO 

£. 


1 

o 

ro to 



o o 

o| 

r 

o 

T 

o 

+ 

I 

+ + 



PLAN C ND-ME-028.900 ) 

SCALE: r=30’ 


2240S 


2230- 


2220 - 


fcz 


NATURAL 

GROUND 


4' MIN. 






PIPELINE 
WARNING SIGN 
AND TEST 
STATION (TYP. 
BOTH SIDES) 


r 2240’ 


i 


m. 


- 2230' 


6' MIN. 


6’ MIN. 


T~T 1 

1 '-PROPOSED 30’ PIPELINE 1 

1 

170’ MIN. 


2210 ,J 

PIPE SPECIRCATIONS 

PIPE 30" O.D. x 0.625’ W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: BORE 

MIN. TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


JT 


■ 2220 ’ 


PROFILE 

SCALE: 1 *=30’ HORIZ. 
r=20' VERT. 


© 


■ 2210 ’ 

X: 915338.83 
Y: 17125667.83 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 
T.B.M.: Q. COUNTY ROAD 13 
AT STA. 0+77, ELEV. 2231.22’ 


09/03/15 


03 / 02/15 


12/22/14 


REV. DATE 


RG 


OP 


JMH 


BY 


ISSUED FOR USE/PERMfT 


ISSUED FOR USE/PERMIT 


ISSUED FOR REVIEW 


DESCRIPTION 


RC 


RC 


CHK. 


PROJECT NO. 


10395700 



WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


DAKOTA ACCESS, LLC 

PROPOSED 30" DAPL PIPELINE CROSSING 

COUNTY ROAD 13 (67TH AVENUE SW) 

a ihiTsx ' 


MERCER COUNTY 


DRAWN BY: PRV 

DATE: 12/01/14 

CHECKED BY:RC 

DATE: 03/02/15 

SCALE: AS SHOWN 

APP.: 


north dakotaI 


DWG. NO. 

ND-ME-028.900 


REV. 

c 


MERCER COUNTY HIGHWAY DEPARTMENT DRIVE PERMIT 
Permit No.. QlA> (IL\ L <xo ^ 




CITY 


ZIP 

q-q-OO 2_ 


The Applicant requests permission to construct sL 


j Amount 

right of way along the U)/B side of County route # l"p> 

direction 

aa sr slo 


private ' -comm e rci al drivefs) on the County roadway 

Circle One 

, 1 S 


location 


, from 

described as follows: 



Town, Highway, Junction 

( Description of proposed work on county right of way and type of business served) 

l \ jj i,. - fT J fY f n ^ ^ ^ 

II 1 1 l0 , s j. 

Applicant agrees that any permit issued and any entrance built or work done shalP&eYn- accordance With plans 
attached hereto and made a part hereof, and Permit Specifications printed on the reverse side of this sfieet, if the 
applicant fails to construct the drive to the specified dimensions, including the proper culvert length and inslopes, the 
Department of Transportation, hereinafter referred to as NDDOT, will either cancel this permit and remove the drive or 
make the necessary, corrections and the Applicant will reimburse NDDOT for such work. 


To be signed by Owner; Partner; Corp Pres,, Vice Pres, r or 
other authorized Carp. Officer, (if signed by other authorized 
Corp. Officer, please attach copy of Power of Attorney or other 
documentation showing authority to sign,) 

MERCER COUNTY HIGHWAY 

APPLICANT: DEPARTMENT 





Sketch 


8:1 


8:1 


t)D~n\£-oz% Aoo 







Utility Occupancy Application and Permit 

Permit # 

Applicant Information: 

DM&M tiCC&S'G of rioa^fc;/) 


159% (fa 


Owner of Facility 


City 


Zk 2 2&2Z- 

State 


{_ 5 <*>& 'Via tt i ^ / /? %<p T 


Mailing Address 

CifllRE CaiMl nvhii ftm 

Applicant’s Agent 

I — 

pi" i 1 ir in i 1 1 INi 

Mercer County Road #P3GL Sid Direction N S (EJM 

&pproy of -M3 

Section(s) 


Telephone Number 


SB, BaaaXi ft?avr <*6 2. gw ous q 

Title * Telephone Number 




& 




mTtes-feo m c i ty o f 

miles from Junction Mercer County Road # I 3 
Township Range 


(frfA Q4 SU3J 


f sgjJ 


Type of Facility; 


30 !! OR aO^. 1 1 


tp-eAini. 


Description of proposed facility (include Wawngs/sketches/staking sheei r~~ ~ ^TT> 


D0PO- 

B MA8 i f M ._ 

Description of proposed method of installation 

u — ' ' 



Size of Facility 

Number of Cables 

Length of Down Guys 

N'AO PbX CO 

nj/fh 

i)Ji A 

Pipeline Pressure 

Size of Casing 

Length of Casing 

Location of Pole(s) 

Location of Appurtenances 
(Vents, Manholes, Valves, etc.) 

Location-Others 


Terms & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions; and the 
installation & maintenance provisions, attached hereto and made a part hereof. 


A. 

B. 


D. 

E. 

F. 

G. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 

Installation shall be completed on or before __ . 2 OH 


Hu. H 

/ Date 



Vice President, Land and Right of Way 

,p p I icanTStg nature 

Applicant is hereby granted permission to install & maintatnlfielacilities applied for, as shown on the plans attached hereto & made a part 
hereof. 

Approved by Mercer County Board of Commissioners/Road Superintendent this OG ^ day of 

"nJL 


Rp 


ad Superintendent 



Fry Commission 

/Vb-tflE -O30.°lO6 
33 'S.+-. SU2 


Longitudinal: 


Location # 


fT) Ok f llh _ Go Highway # ^iO Lanes of T raffic^2) X 

Direction N S(£j)V ^ 3 t O * feet from 


twiermafkef C..R ^ SO 


Direction N S E W 
or 


miles from city of 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway# 


Lanes of T raffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway #_ 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Interstate Highways (applicant's description of the proposed method of ingress and egress to each work location). 


-VHE -CR&.tteo 

S t"-SUP 


FILE: R:\Proje I3957\DISCIPLINE\CAD\DRAWINGS\93-PERMIT\N0RTH DAKOTA\MERCER C0UOTY\103957-PB-ND-ME lOO.dwg PLOT DATE: 12/31/2015 BY: PALACIOS, OSCAR 



PIPE SPECIFICATIONS 

PIPE 30” O.D. x 0.625” W.T. 

API 5LX-70 HSAW 

COATING: H-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: BORE 

MIN. TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFILE 

SCALE: 1"=40’ HORIZ. 
r=20 P VERT. 




X=9 19498.92 
Y=1 71 20643.78 


DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: £ 23RD STREET SW 

AT STA. 0+94, ELEV. 2179.29’ 


12 / 31/15 


03 / 02/15 


REV. DATE 


OP 


OP 


BY 


ISSUED FOR USE/PERMIT 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


RC 


RC 


CHK. 


PROJECT NO. 


10395700 


WOOD GROUP MUSTANG, INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


DAKOTA ACCESS, LLC 


MERGE R COUNTY 


PROPOSED 30* DAPL PIPEUNE CROSSING 

23RD STREET SW 


DRAWN BY: PRV 

DATE: 12/04/14 

CHECKED BY: RC 

DATE: 03/02/15 

SCALE: AS SHOWN 

APP.: 


NORTH DAKOTA 


DWG. NO. 

ND-ME-030.900 


REV. 

B 


MERCER COUNTY HIGHWAY DEPARTMENT DRIVE PERMIT 
Permit No._ 


APPLICANT 

DAKOTA ICC 1 

ADDRESS 

\'3DO MA\v\ \ — 

CITY 5 

m 

zip “ 

"3^0 O 


— l L _ _ 

The Applicant requests permission to construct prwate-'eoSSSafdr^) on the County roadway 

ijiQ Amount Circle One y 

right of way along the side of County route #33STSk) . ClWC&L ^3jQ ■£_ . from 

r~ ^ ^ — direction (J location 

L ^ — described as follows: 

Town, Highway, Junction 

(Description of proposed work on county right of way and type of business served) 

( a c c s, ~To c stp ol cX ^ ^ 1 o 

C&U. cL Ctl pepiAl^U_ 


u 



1 I l-Utf 


Applicant agrees that any permit issued and any entrance built or work done shaif' b’e'irraecordance'^ "With plans 
attached hereto and made a part hereof, and Permit Specifications printed on the reverse side of this "sheet If the 
applicant fails to construct the drive to the specified dimensions, including the proper culvert length and inslopes, the 
Department of Transportation, hereinafter referred to as NDDOT, will either cancel this permit and remove the drive or 
make the necessary corrections and the Applicant will reimburse NDDOT for such work. 


To be signed by Owner; Partner; Corp. Pres., Vice Pres., or 
other authorized Corp. Officer. (If signed by other authorized 
Corp. Officer, please attach copy of Power of Attorney or other 
documentation showing authority to sign.) 


APPLICANT: 


MERCER COUNTY HIGHWAY 
DEPARTMENT 






Sketch 


(Vo-me -o3.<9 Goo 

93 &t~ ■ s U ~3 


I. 



Lppiicant information: 

Prtem acc g c if> lj ~ x - 

Owner of Facility 

\H>CO hi A [\r0 

^ Mailing Address 

\/l_U'5 Q. V. { j A At lA ,Q ll 4 m 

Applicant’s Agent f 




>11 cation and Permit 


of L\ OU/b>t 
City 


urn 

Title ' 


Mercer County Road ; 


Section(s) 


Z lOMSSM! Direction N£SJE W miles from city of 

/c2 VO [ iwtes’from Junction Mercer County Road # P2 3 PV~. LV .V ) 
& Township t M -7- Range 


Permit # 


i ^ Vym 

State 


Telephone Number 

Telephone Number 


Township 


Type of Facility: 


“SO Ci<?Li D£ UyV i 


J "■ $ Descri P tion of proposed facility (include drawings/sketches/staking sheet) 

\i M - \ \ affi t i £>Peh' Cu r 

; vs Description of proposed method of installation 


Size of Facility 

WO £>31 6 

Pipeline Pressure 


Number of Cables 


Size of Casing 


Length of Down Guys 

g % I ..a 

> 

Length of Casing 


Location of Pole(s) Location of Appurtenances " Location-Others ’ ~ 

^ a (Vents. Manholes, Valves, etc.) 

^ c 0 racT ; t f °ns: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions- and the 
installation & maintenance provisions, attached hereto and made a part hereof. 

A. Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent 

B. Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities 
All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent 

Mercer County shall not be liable (or damage to said facilities resuiting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said Facilities on 
highway nght of way 

D. Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under hlqhwav right of 

way: which may be damaged as a result of the installation & maintenance of said facilities on highway right of way 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when thev are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. y 

F Containment of Weeds until permanent grass has been established. 

G. Additional installation & maintenance requirements are as follows (if applicable): 

H. Installation shall be completed on or before 


Z ) /'// 


Vice President, Land and Right of Way 


Applicant Signature 


hereof 31 *" ^ hefeby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a part 


Approved by Mercer County Board of Commissioners/Road Superintendent this 0 G day of 


Rorfd Superintendent 






lUD-fYie -o-io. 0,/0 (tbout a./ ? 


CKai County Commission 



FIL£: R-\Projects\1Q3957\DISCIPUNE\CAD\DRAWINGS\93-PERMn\NORTH OAKOTA\MERCER COUHTYV03957-P8-ND-ME-Q30.910.dwq PLOT [WE; 9/8/20,5 BY: GARCIA, REFUGIO 


MERCER COUNTY. NORTH DAKOTA 

SECTIONS 31 k 36, TOWNSHIP 142 NORTH. RANGES 88 k 89 WEST 

t 23RD STREET SW 


* 


S 35'33'43" E 


( ND-ME-031 .000 ) 
EMIL VERNON LAPP JR, 


£ PROPOSED 
30 * P/PEUNE 


CND-ME-030,000) 
WESUE 0. GUNSCH 




:ND-ME-03Q.910^ 


PLAN 

SCALE: r=60* 


NATURAL-' 

GROUND 


PIPELINE WARNING SIGN" 
AND TEST STATION 
(TYP. BOTH SIDES) 


PROPOSED - 
30* PIPELINE 


PIPE 30" O.D. x 0.625" W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN TEST PRESSURE: 1,000 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70 f 000 PSI 




ISSUED FOR USE/PERMIT 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


PROJECT NO. 


279' MIN. 


PROFILE 

SCALE: r=60’ HORIZ. 
r=20' VERT. 



0. 1 0395700 


WOOD GROUP MUSTANG, INC. 


NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


4’ MIN:1- 21901 


L 2180' 

X=920359.24 
W Y=171 19440.41 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 80) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: <£ 66 AVENUE SW 
AT STA, 1+23, ELEV. 2195.31' 


DAKOTA ACCESS, LLC 


PROPOSED 30* DAPL PIPEUNE CROSSING 

66 AVENUE SW 

MERCER COUNTY NORTH DAKOTA 


DRAWN BY: MS DATE: 02/27/15 DWG. NO. REV. 

CHECKE D BY. RC DATE: 03/02/15 ! 

SCALE: AS SHOWN AFP.: ND—ME— 030.91 0 B 













lication and Permit 


Permit# 


Mercer County Road 


Direction NSE gy) miles from city of 

l mtles-from Junction Mercer County Road # (j? S 


Section(s) 


Township 


Location of Pole(s) Location of Appurtenances Location-Others 

, , (Vents, Manholes, Valves, etc,) 

Jgrms & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions- and the 
installation & maintenance provisions, attached hereto and made a part hereof 

A. Installation of said facitrty shall be done in a manner satisfactory to the Mercer County Road Superintendent 

App rcant shaH notify the Mercer County Road Superintendent 43 hours prior to maintaining, relocating, or removal of said facilities, 

A disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway Applicant shall holt 

Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
mgnway right of way 

D. Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under hiqhwav right of 
way, which may be damaged as a result of the installation & maintenance of said facilities on highway right of way 

E. Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when thev an 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable 

F Containment of Weeds until permanent grass has been established. 

G. Additional installation & maintenance requirements are as follows (if applicable): 

Installation shall be completed on or before 


) Vfc* President, Land and Right of Way 

Ap pliant Signature 


Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a part 


Approved by Mercer County Board of Commissioners/Road Superintendent this PC _ day of _ 


pad Superintendent 


K) D _ m r= __ /) Qn /) M ^ # / ) 


hair^j^j^fq^pcounty Commission 


U : 


jMZl CkX £>iL ^>iPfeUvl?F 

Description of proposed facility (include drawings/sketches/staking sheet) 

&&&*/ CuJz 

\ ' Description of proposed method of installation 


Sj^e.oTFacility 


Pipeline Pressure 


Number of Cables 

Mia 

Size of Casing 


Length of Down Guys 


Length of Casing 


Applicant Information: 


PrildcUA ULC- 

Owner of Facility 

1 3 co hn a t vV F-si 

Mailing Address 


Mifig V-U AAU/V) 

h Qjm 

Applicant’s Agent t 



of Houstz:^ 

City 


1 

State 


Telephone Number 
Telephone Number 



FILE: R:\Projects\103957\DISClPLINE\CAD\DRAWlNGS\93-PERMfT\NQRTti DAKOTA\MERCER COUNlAl03957-PB-ND-ME-O3 3 .9OO.d» 9 PLOT DATE- 3/3/20,6 BY: RICKS. 


mm 


i:wuTi 


SECTIONS 31 & 6, TOWNSHIP 142 & 141 NORTH, RANGE 88 WEST 

_ 65TH AVE. SW 


, ND-ME— 033.000 ] 
DUANE L. OTTO 


✓ 

<*v 



S 38*44 '59*' E 
FLOW 


$/ * 
ox 


:ND-ME-033.900: 


PLAN 

SCALE: r=60* 


$ PROPOSED 
30” PIPELINE 


( ND-ME-034.000 ) 
FLOYD C. JACOBER 


NATURAL- 

GROUND 


r min. 


T MIN. 


-P FELINE WARNING SIGN 
AND TEST STATION 
(TYP. BOTH SIDES) , 


PIPE 30" O.D. x 0.625" W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN, TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


OEESEJEEI 

■ 


-PROPOSED 30” PIPELINE 

225; MIN. 

PROFILE 

SCALE: r=60* HORIZ. 
r=20’ VERT. 


(7) X=923371 .58 
w Y=1 71 15255.33 
DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: <& 24TH STREET SW 
AT STA. 0+99, ELEV. 2130.35' 


ISSUED FOR USE/PERMIT 


DATE BY DESCRIPTION 


PROJECT NO. 10395700 


WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 




DAKOTA ACCESS, 1.LC 


PROPOSED 30" DAPL PIPELINE CROSSING 

24TH STREET SW 


MERCER COUNTY 

NORTH DAKOTA 


DRAWN BY: SMR 


CHECKED BY: RC 


SCALE: AS SHOWN 


03/03/16 


03/03/16 


DWG. NO. 

ND-ME-033.900 












Utility Occupancy Application and Permit 

Permit# 

Applicant Information: 

Dfy/^O! /-) ACCir SS 2 of /-foas'flrj/i 7 X 

Owner of Facility City State 



trig s //?£?;/ 

Mailing Address 
Applicant's Agent 


5P. fbgin 

Title 


Telephone Number 
Telephone Number 


Mercer County Road # I L> 
Section(s) (j 1 & 


Direction N/S)E W 


mil e s fr o m eity^of 


-mites, from Junction Mercer County Road # J24 3/" ■ S i t){sCdJrUyi 

SI Township 141 tj 

Range 


Type of Facility: 


30 1! ORu.O^. ptog-Vnl 


£/ 


Description of proposed facility (include Wawings/sketches/staking sheet) 

n m 1 1 % // 


Description of proposed method of installation 


n 


Size of Facility 

Number of Cables 

Length of Down Guys 

N<4 D P^XG- 

Nl(\ 

ML A 

Pipeline Pressure 

Size of Casing 

Length of Casing 

Location of Pole(s) 

Location of Appurtenances 

(Vents, Manholes, Valves, etc ) 

Location-Others 


Terms & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions; and the 
installation & maintenance provisions, attached hereto and made a part hereof. 


A. 

B. 

C. 

D. 

E. 

F. 

G. 

H. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 


Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 



Installation shall be completed on or before 

^/// //^ 


Date 


Vice President, Land and R ight of Way 


Signature 


Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a part 
hereof. 


Approved by Mercer County Board of Commissioners/Road Superintendent this Q(& day of Aha 


20 






/UtMYie -o'^ACo 
CZ. Ik? 


Longitudinal: 


Location # 


j) vPT T u ^ r tO Highway # 1 (i? Lanes of Traffic (if) 

Direction N (§)E W I '^tSsL feet from m ile m af koF XL *4 ST". S {/) Sp c. livii 

Direction N S E W miles from city of 

or miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of T raffic 2 4 

feet from mile marker 

miles from city of ______ 


miles from junction highway #_ 


Location # 


Direction N S E W 
Direction NSEW 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Location # 


Direction NSEW 
Direction NSEW 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway #_ 


Interstate Highways (applicant’s description of the proposed method of ingress and egress to each work location). 


QJS. Up 


FILE: R:V '\103957\DISCIPLINE\CAD\DRAWINGS\93-PERMIT\NORTH DAKOTA\MERCER COUmY\103957-PB-NC )36.900.d*g PLOT DATE: 10/27/2015 BY: MADAMBA, JOEY 


MERCER COUNTY. NORTH DAKOTA 

SECTIONS 5 & 6, TOWNSHIP HI NORTH, RANGE 88 WEST 



(~ND-ME-036.000 ) 

KIM K. AND 
TRISHA L KESSLER 


( ND-ME-036.900 ) 

PLAN 

SCALE: r=50* 



2160H 


2150“ 


2140 u 
PIPE SPECIFICATIONS 
PIPE 30” O.D. x 0.625” W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: BORE 

MIN. TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 

£ 

C 


252' MIN. 

PROFILE 

SCALE: r=50’ HORIZ. 
r=20’ VERT. 


JTM 


[HME 


09/93/15 RG 


03 / 02/15 


12/I2/H 


REV. DATE BY 


OP 


JMH 


r2160’ 


-2150’ 


‘-2140’ 


X: 925350.58 
Y: 17112789.53 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: <t COUNTY ROAD 16 

AT STA. 1+15, ELEV. 2158.06' 


(!) 


ISSUED FOR USE/PERMIT 


ISSUED FOR USE/PERMIT 


ISSUED FOR USE/PERMIT 


ISSUED FOR REVIEW 


DESCRIPTION 


RC 


RC 


RC 


CHK. 


PROJECT NO. 


10395700 




WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


DAKOTA ACCESS, LLC 


MERCER COUNTY 


PROPOSED 30" DAPL PIPEUNE CROSSING 

COUNTY ROAD 16 


DRAWN BY: PRV 

DATE: 12/02/14 

CHECKED BY: RC 

DATE: 03/02/15 

SCALE: AS SHOWN 

APP.: 


DAKOTA 


DWG. NO. 

ND-ME-036.900 


REV. 

D 




MERCER COUNTY HIGHWAY DEPARTMENT DRIVE PERMIT 


Permit No._ 07o(j^ 4- 0"? l(fU^ 


APPLICANT 

PftvioTA ftrr-pgf; llc 

ADDRESS 

CITY —7— 

STATE 

TX 

ZIP 

O 2__ 


The Applicant requests permission to construct 


Amount 


amount Circle One 

right of way along the iO\B- side of County route # I {g CxocyrOk 

direction , . . - * 1 location 

^14 S\ ■ S>UD ( ktno ) 

Tnwn Minhurav litnWinn 7 


i on the County roadway 
from 


Town, Highway, Junction 

0 Description of proposed work on county right of way and type of business served) 


described as follows: 


&vya /p o Qxx Q. CCJLlMr cl Ctnr\ sT cAtfi A 

/xl r> 3£>" tfLu. 0\\ 




Applicant agrees that any permit issued and any entrance built or work done Shall be in 'adcotfilhce with plans 
attached hereto and made a part hereof, and Permit Specifications printed on the^fevecsejside of this Jjjleet. If the 
applicant fails to construct the drive to the specified dimensions, including the proper culvertiSngftlT^FKfJrislopes, the 
Department of Transportation, hereinafter referred to as NDDOT, will either cancel this permit and remove the drive or 
make the necessary corrections and the Applicant will reimburse NDDOT for such work. 


To be signed by Owner; Partner; Corp. Pres., Vice Pres., or 
other authorized Corp. Officer. (If signed by other authorized 
Corp. Officer, please attach copy of Power of Attorney or other 
documentation showing authority to sign.) 


APPLICANT: 


MERCER COUNTY HIGHWAY 
DEPARTMENT 

** , / ^ j /V? r/ 





Sketch 


I. 



Utility Occupancy Application and Permit . (?. \ 

— p^r wuno IU 

Applicant Information: ^ 


of 


Owner of Facility City 

\J>oo hnAw/V 

Mailing Address 


"Yx 7^Z- 

State 

Telephone Number 


Applicant’s Agent - 1 Title • Telephone Number 




-£T 


miles from city of 


Mercer County Road #•$&*?%'. SlJ ) Direction N s(£V 

j^-ppr^X- of na tes from Junction Mercer County Road # LS f~t\ D V . *3^0 


Section(s) 


S' 


& 


Township 1 I Range 


Type of Facility: 


301 CRaQS- g»u ^iPgiMZE 


Description of proposed facility (include drawings/sketches/staking sheet) 


D£LmI CuT~ 


Description of proposed method of installation 



Size of Facility 

Number of Cables 

m 

Length of Down Guy§]£ 

mo Pz,x&- 


* oia- 

Pipeline Pressure 

Size of Casing 

Length of Casing 


1 1 2016 


Location of Pole(s) 


Location-Others 


Location of Appurtenances 
{Vents, Manholes, Valves, etc.) 

Terms & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions; and the 
installation & maintenance provisions, attached hereto and made a part hereof. 


A. 

B. 


D. 

E. 

F. 

G. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 

Installation shall be completed on or before 




IL LL 



Vice President, Land and Right of Way 

jTplicafitSignature 

Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a part 
hereof. 


Approved by Mercer County Board of Commissioners/Road Superintendent this day of ^4^/* ( 

Rot 


20 


1L 


Rofed Superintendent 



Chatffnaa 


y Commission 


fl ^TsJlO ^chon |UU - 


Longitudinal: 


Location # 


Cjj Highway # ^5 oit~. ""SC O Lanes of T raffic 


Section \\WL 


Direction N S (CjA/ £tpprOY 0 feet from mil e mark er 6?h ALPS- *51x3 

miles from city of 


Direction N S E W 
or 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 
miles from city of 


miles from junction highway #_ 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 
feet from mile marker 


miles from city of 


miles from junction highway #_ 


Interstate Highways (applicant's description of the proposed method of ingress and egress to each work location). 


-cnq°ioo 

S-tr S LO Lwvfc. 


nLE: \l03957\DISCIPLINE\CAD\DRAWING5\93-PERMfT\N0RTH DAKOTA\MERCER C0UNTY\103957-P8-ND 39.900.d«g PLOT DATE: 3/2/2015 BY: ANDREWS, CINDY 



MERCER COUNTY, NORTH DAKOTA 

SECTIONS 5 it 8, TOWNSHIP 141 NORTH, RANGE 88 WEST 


C ND-ME-03S.Q00 ) ^ 

BEVERLY FRANK 

/ 



n” ( ND-ME-040.000 ) 
BRADLEY VIRGIL GUNSCH 


65TH AVENUE SW 


PLAN 

SCALE: r=40’ 


2170'— 1— 


2160’- 


2150 - 



r 2170’ 


-2160’ 


21 40'- 1 


PIPE SPECIFICATIONS 

PIPE 30" O.D. x 0.625” W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFILE 

SCALE: r=40' HORIZ. 
r=20' VERT. 


-2150 1 


u 2140' 


/t\ X=927724.00 
^ Y= 171 09832.29 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: £ FENCE UNE 
AT STA. 0+74, ELEV. 2157.43’ 


03/02/15 


REV. DATE BY 


PRV 


ISSUED FOR USE/PERMJT 


DESCRIPTION 


RC 


CHK. 


PROJECT NO. 


10395700 


WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


DAKOTA ACCESS, LLC 


PROPOSED 30" DAPL PIPEUNE CROSSING 


MERCER COUNTY 


DRAWN BY: PRV 

DATE: 01/30/15 

CHECKED BY:RC 

DATE: 03/02/1 5 

SCALE: AS SHOWN 

APR.: 


ORTH DAKOTA 


DWG. NO. 

ND-ME-039.900 


REV. 

A 


Utility Occupancy Application and Permit 

Permit #_ 

Applicant Information: 

ACCgSK LLCL of H(XLsW> "Tx 


IfeQI £ ) 


Owner of Facility 

\ 3 ><X> V T>A \^ 


City 


State 


a 


Mailing Address 

iiiM Ch a at Inn h G-vy~i 

Applicant’s Agent ( 


Telephone Number 


Sp. 9.h §qrn T mQ 

Title ' Telephone Number 


nsii 


— 


Mercer County Road tt &jDuESk) Direction W. 

(Xppv^Y- -&r U075~ railes from Junction Mercer County Road #_ 


Section(s) 


& 


3. 


Township [ H~l _&1 


3SST S(< ) SfdxAO i't'C 

Range 


Type of Facility: 


30 " Ci^gpe. £»l t>iP<ztuAPP. 


Description of proposed facility (include drawings/sketches/staking sheet) 

OP £ & Cu T~ 1 


Description of proposed method of installation 


1 


'TT 


r n 


Size of Facility 

Number of Cables 

Length of Dowr£<|kiys 

1440 PszG- 


wIa- 

Pipeline Pressure 

Size of Casing 

Length of Casing 


Location of Pole(s) 


Location-Others 


Location of Appurtenances 

(Vents, Manholes, Valves, etc.) 

Terms & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions; and the 
installation & maintenance provisions, attached hereto and made a part hereof 


A. 

B. 


D. 

E. 

F. 

G. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 

fPkm On IT- 


Installation shall be completed on or before 


Date 



Vice President, Land and Right of Way 


Applicant Signature 

Applicant is hereby granted permission to install & maintJirTthe facilities applied for, as shown on the plans attached hereto & made a part 
hereof. 

Approved by Mercer County Board of Commissioners/Road Superintendent this ou day of -ktdi 

ILa iuJJU 

R|a 


R^ad Superintendent 



Chairman, 

A/£>_m£- Qoo 


Longitudinal; 


Location # 


POj Q^n Highway # S U) Lanes of Traffio-2 — 4-S&Ctl#n 1 1 HJL 

Direction N(sj£ W Ml!) 7 ^ * feet from n ^temnarl g ^^LS' ^>1~. Sic) 

Direction N S E W miles from city of 

or miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of T raffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Interstate Highways (applicant’s description of the proposed method of ingress and egress to each work location). 


AJO-me -om ^oo 
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f 




MERCER COUNTY. NORTH DAKOTA 

SECTIONS 8 & 9. TOWNSHIP 141 NORTH. RANGE 88 WEST 

<£ 25TH STREET SW 


S 39'08’35” 


( ND-ME-042.000 ) 
JANE C. CRAIG 


£ PROPOSED 


30 


PIPEUNE 


( ND-ME-Q4 1.000 ) 
JOAN KINNISCHTZKE 


FLOW 


( ND-ME-Q41.900 ) 


PLAN 


SCALE: 1”=40’ 



PIPE SPECIFICATIONS 

PIPE 30’ O.D. x 0.625" W.T. 

API 5LX-70 HSAW 
COATING: 14-16 MILS FBE 
SERVICE: CRUDE OIL 
INSTALLATION: OPEN CUT 
MIN. TEST PRESSURE: 1,800 PSIG 
MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFILE 

SCALE: r-40 f HORIZ. 
r=20 f VERT. 


X=930428.04 
^ Y=1 71 06486.88 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: <£ TOP BANK 

AT STA. 0+81, ELEV. 2158.78’ 


D 

12/31/15 

OP 

ISSUED FOR USE/PERMIT 

RC 

C 

10/27/15 

JTM 

ISSUED FOR USE/PERMIT 

RC 

B 

09/03/15 

RG 

ISSUED FOR USE/PERM IT 

RC 

A 

03/02/15 

CHA 

ISSUED FOR USE/PERMIT 

RC 

REV. 

DATE 

BY 

DESCRIPTION 

CHK. 


PROJECT NO. 


10395700 


WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


DAKOTA ACCESS, LLC 


PROPOSED 30" DAPL PIPEUNE CROSSING 

64TH AVENUE SW (UNIMPROVED) 

MERCER COUNTY NORTH DAKOTA 


DRAWN BY: CHA 

DATE: 02/09/15 

CHECKED BY:RC 

DATE: 03/02/15 

SCALE: AS SHOWN 

APP,: 


DWG. NO. 

ND-ME-041 .900 


REV. 

D 


Utility Occupancy Application and Permit /p 

Permit # lioOP. (K gJ 

A pplicant Information: 

LCC- 0 f HftastgyO "Tx 


Owner of Facility 


City 


State 




Mailing Address 


Applicant’s Agent 

• 

3 


» Telephone Number 

Qflxreg CunAuinnh^-ino Sff. fthiVirK S'Q f Q 

Applicant’s Agent I Title f Telephone Number 


iTHtee-fwrrrcrtirof . 


Mercer County Road SlSlA Pirection N S(T)w, 

-er l(jp“7fl iHtee-from Junction Mercer County Road # 6?^ /lySE SCc3 


Section(s) 


-or_ 

9 


& 


1 


Township 1 fY^ 


Range 




Type of Facility: 


30 " Ci^gp^ £>iu EnPtziwup 


Description of proposed facility (include drawings/sketches/staking sheet), 

DP&mJ Cu r 

Description of proposed method of installation 



Size of Facility 

mo fex<s- 

Number of Cables 

MA 

Length of Down feliy§“ — * 

w/a- 

Pipeline Pressure 

Size of Casing 

Length of Casing 


Location of Pole(s) 


Location-Others 


Location of Appurtenances 

(Vents, Manholes, Valves, etc.) 

Ternns & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions; and the 
installation & maintenance provisions, attached hereto and made a part hereof. 


A. 

B. 


D. 

E. 

F. 

G. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent 
Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 


Installation shall be completed on or before . 


w Jl± 

r r 1 -1 *■ I—. 


Date 

Applicant is hereby granted permission to install & main 
hereof. 



Vice President, Land and Right of Way 


Applicant Signature 


facilities applied for, as shown on the plans attached hereto & made a part 
Approved by Mercer County Board of Commissioners/Road Superintendent this ..o(j day of Afrit _20_(C?_ 

'l 'L a. yiJL 

r£g 


Rpad Superintendent 



Chairmafi^W^^ Commission 

<£l{j Sr. 


Longitudinal: 


Location # 

m mce^ Cn 

Direction N 
Direction N S E W 
or 


Highway # ST~S ID Lanes of T raffic — 4" S6?ct70T\ L\ 

\ feet from rmte-mafker GkjJL 

miles from city of 

miles from junction highway # 


Location # 


Highway # 


Lanes of Traffic 2 4 


Direction N S E W feet from mile marker 

Direction N S E W miles from city of 

or miles from junction highway # 


Location # 


Highway# Lanes of Traffic 2 4 

Direction N S E W feet from mile marker 

Direction N S E W miles from city of 

or _ miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway #_ 


Interstate Highways (applicant's description of the proposed method of ingress and egress to each work location) 


(\JD~1Yte -O^z QOO 

Qlp S>T. 
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PLAN 

SCALE: 1*— 40’ 



PIPE SPECIFICATIONS 

PIPE 30” O.D. x 0.625" W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN. TEST PRESSURE: 1.800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFILE 

SCALE: 1’=40' HORIZ. 
1*=20’ VERT. 


X=932019.69 
^ Y=1 71 04405.76 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: <t FENCE LINE 
AT STA. 1+03, ELEV. 2192.39’ 


03/02/15 


REV. DATE 


OP 


BY 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


RC 


CHK. 


PROJECT NO. 


10395700 


WOOD GROUP MUSTANG, INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


DAKOTA ACCESS, LLC 


PROPOSED 30" DAPL PIPELINE CROSSING 

26TH STREET SW (UNIMPROVED^ 

MERCER COUNTY 


DRAWN BY: OP 

DATE: 02/02/15 

CHECKED BY:RC 

DATE: 03/02/15 

SCALE: AS SHOW 

APP.: 


DAKOTA 


DWG. NO. 

ND-ME-042.900 


REV. 

A 


Applicant Information: 

DAiaoTiA L.LC- 

Owner of Facility 

* 3 QO >TtA ^0 

Mailing Address 

CVvreg- 

it’s Agenr [ 


Utility Occupancy Application and Permit f 

Permit # /(fl03 (7( o) 


of HftiistrgyO 


City State 

Telephone Number 

Se Oh iak W 2 . 3 SS- 9 - ‘M i 

Title * Telephone Number 


Applicant’s Agent 

Jl.'UieHiii.K 

Mercer County Road # &3 APE S Ufoirection^fpS E W 

ef £<? "?~Y9 1 FTHteo f rom Junction Mercer County Road # QQi 
Section(s) I & & I S Township Im ^ Range L^_ 


mlfes-frefn-crty-ef^ 


Type of Facility: 


3Q1 Ci^aoa e»u ^tPgu^p 


Description of proposed facility (include drawings/sketches/staking shebt) 

mml rur- U_ 

Description of proposed method of installation /TT f j 

■It • <£# 


Size of Facility 

Number of Cables 

Length of Down Guys " 

1 H *40 (3r- 

viip 


Pipeline Pressure 

Size of Casing 

Length of Casing 

Location of Pole(s) 

Location of Appurtenances 
(Vents, Manholes, Valves, etc.) 

Location-Others 


i i 

u 


Terms & CondHtaons: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions; and the 
installation & maintenance provisions, attached hereto and made a part hereof 


A. 

B. 


D. 

E. 

F. 

G. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable, 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 


Installation shall be completed on or before 

2-7 // / / tp 


Qm ^301 3 ~~ 


-hJi 

Date 



Vice President, Land and Right of Way 


Applicant Signature 

Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a part 
hereof. 


Approved by Mercer County Board of Commissioners/Road Superintendent this 

XJ iJL ^ 


Rogfci Superintendent 



20 /£ 


Chairma 


- -ounty Commission 

AJD - IT) E 
6?3 (Xo^l ^>uJ 


Longitudinal; 


Location # 


(YllAP J h - QjH ' Highway # AUE1 C o ^-Lanos of Traffic"? — 4~ klv\£j_ 

Direction^N^ E W C(^pfO)C ^ 1Q_ feet from mi te ’ m ark er <^-7" ST 


Direction N S E W 
or 


miles from city of 


miles from junction highway #_ 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Interstate Highways (applicant’s description of the proposed method of ingress and egress to each work location). 


CUD-Wt -04^.906 
(oSCuJii S -tO 
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PIPE SPECIFICATIONS 

PIPE 30" O.D. x 0.625’ W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFILE 

SCALE: r=50' HORIZ. 
1"=20’ VERT. 


©o: 


X=935442.51 


DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE H 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: ?. 63RD AVENUE SW (UNIMPROVED) 
AT STA. 1+22, ELEV. 2193.06’ 


03/02/15 


REV. DATE BY 


PRV 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


RC 


CHK. 


PROJECT NO. 


10395700 



WOOD GROUP MUSTANG, INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


DAKOTA ACCESS, LLC 


PROPOSED 30“ DAPL PIPELINE CROSSING 

63RD AVENUE SW UNIMPROVED) 

MERCER COUNTY NOf 


DRAWN BY: PRV 

DATE: 01/30/15 

CHECKED BY:RC 

DATE: 03/02/15 

SCALE: AS SHOWN 

APP.: 


FTTH DAKOTA 


DWG. NO. 

ND-ME-044.900 


REV. 

A 


Utility Occupancy Application and Permit f . 

Permit # f(g(^4 Li b J 

Applicant Information: - 

of Tx 

State 


DMSlh freest U-C- 


Owner of Facility 


City 




Mailing Address 


Telephone Number 


Ck u Cli^at'Anh^y 1 Sp. bqmT WQ, 

Applicant’s Agent l Title ' Telephone Number 


mttes-#emxKy~sf'_ 


snmSSS. 

Mercer County Road # t37 ST 5 k b i recti o n N S (fDw 

IV Pp r O)( l -ef- rmtes-from Junction Mercer County Road # <jp3 /) / Ll(4l 

Section(s) & Township Range 


Vily 


Type of Facility: 


3 0 " £»l ^iPi5Uaa;f pgcrw 

Description of proposed facility (include drawings/sketches/staking sheet) 




C£±mL Cur 


| W» li 


Description of proposed method of installation 




Size of Facility 

Number of Cables 

Length of Down Guys 

1 4 40 irVbX G— 

Ma 


Pipeline Pressure 

Size of Casing 

Length of Casing 


Location of Pole(s) Location of Appurtenances Location-Others 


(Vents, Manholes, Valves, etc.) 

Terms & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions; and the 
installation & maintenance provisions, attached hereto and made a part hereof. 


A. 

B. 

C. 

D. 

E. 

F. 

G. 

H. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 



Installation shall be completed on or before 


coon om t - 




2 l 


Applicant is hereby granted permission to install & 
hereof. 


Vice President, Land and Right of Way 

Signature 


facilities applied for, as shown on the plans attached hereto & made a part 


Approved by Mercer County Board of Commissioners/Road Superintendent this 0 /p day of A, fir* ( 



fioad Superintendent 


20 





ChairmanfwI&flS&tJStfDnty Commission 

V c>-ro£. -O^lc-QOd 


^7- s ~rsto 



Longitudinal; 


Location # 


JDz— CjO Highway # 0 ? St ^Ll) Lanes of T raffie-2 — 4~ kxvK^i 

Direction N S 0^V 
Direction N S E W 
or 


feet from m ile-fflarker -/^^ Cl qjl c 5t-0 ^la c° 
miles from city of 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway# 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway #_ 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway #_ 


Interstate Highways (applicant's description of the proposed method of ingress and egress to each work location). 


V\J D-VT?^- 'O l \L?. < 90Q 
S~T- S>UJ 
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(UNIMPROVED) 


PLAN 

SCALE: 1“=40' 




NATURAL- 


GROUND 


2180’ 

2170' 

2160 s ’ 

2150 s - 


PIPEUNE WARNING 
AND TEST STATION 
(TVP- BOTH SIDES) 


T MIN 


i m 


21 r MIN 


r 2180 s 


“2170 s 


“ 2160 s 


L 21 50 s 


PROPOSED^ 
30* PIPELINE 


PIPE SPECIFICATIONS 

PIPE 30" O.D. x 0.625" W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN. TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFILE 

SCALE: 1 ”=40’ HORIZ. 
1*=20’ VERT. 


fTY X=935989.15 
w Y=17098989.21 
DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: <L 27TH STREET SW (UNIMPROVED) 
AT STA. 0+96, ELEV. 2169.85’ 


03/02/15 


REV. DATE 


PRV 


BY 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


RC 


CHK. 


PROJECT NO. 


10395700 




WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


DAKOTA ACCESS, LLC 


PROPOSED 30" DAPL PIPELINE CROSSING 

27TH STREET SW (UNIMPROVED) 


MERCER COUNTY 


DRAWN BY: PRV 

DATE: 02/02/1 5 

CHECKED BY:RC 

DATE: 03/02/15 

SCALE: AS SHOWN 

APP.: 


NORTH DAKOTA 


DWG. NO. 

ND-ME-046.900 


REV. 

A 



Utility Occupancy Application and Permit 

Permit# 


Applicant Information: 

DAKOTA of. 

Owner of Facility 

(Bam ^ZR3£X 

Mailing Address 

CMMl bV&tt 

Applicant’s Agent 


Ms (fc ) 




City 


& 2MZ 

State 


Telephone Number 


51?. Peero'k ft?ovr ^dzAW 51^ 9 

Title Telephone Number 


Mercer County Road #_ N 

FpprtOy ©T y mites from Junction Mercer County Road # ftp ‘i'i 


Section(s) 


l 


& 


Direction N S E $Nj_ 

R= 

^ Township |U [ Ay 


miles, .from ciiy_ol_ 


Range 


%% u) 


Type of Facility: 


CRgQi 0l\ ptpg-Uyxi 

Description of proposed facility (include Wav^ 


~Bop?e 


ngs/sketches/staking sheet) 

j — 


Description of proposed method of installation COvi 

7 ? 

U 


Size of Facility 

Number of Cables 

J-i — PlniS / 1 

Length^of Down Guys 1 4U ^ 

N<4& P^r G- 


tShr- 

Pipeline Pressure 

Location of Polefs 1 ) 

Size of Casing 

Location of Anniir+pnanr^c 

Length of Casing 

1 r\r , a+inn_Pl+hcirc» 


(Vents, Manholes, Valves, etc ) 

Terms & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions; and the 
installation & maintenance provisions, attached hereto and made a part hereof, 


A. 

B. 

C. 

D. 

E. 

F. 

G. 

H. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 



Installation shall be completed on or before mm qiqit- sm. 




Applicant is hereby granted permission to install & 
hereof. 


Vice President. Land and R ight 0 f Way 


Signature 

facilities applied for, as shown on the plans attached hereto & made a part 


Approved by Mercer County Board of Commissioners/Road Superintendent this Ola day of 

X/. yA 

Ifoad Superintendent 


20 


ib- 



Cffarrm; 


ty Commission 

ruD-wie- -car rod 

CR '4 


Longitudinal: 


Location # 

Ch Highway# C/^ /V Lanes of Traffic 2 -4— 

Direction N S E (@ feet from mil e mark er A/£> H 

Direction N S E W miles from city of 

or miles from junction highway # 


Location # 


Highway# Lanes of Traffic 2 4 

Direction N S E W feet from mile marker 

Direction N S E W miles from city of 

or miles from junction highway # 


Location # 


Highway # 


Lanes of Traffic 2 4 


Direction N S E W feet from mile marker 

Direction N S E W miles from city of 

or miles from junction highway # 


Location # 


Highway # Lanes of T raffic 2 4 

Direction N S E W feet from mile marker 

Direction N S E W miles from city of 

or miles from junction highway # 


interstate Highways 


(applicant’s description of the proposed method of ingress and egress to each work location). 


i^D-rnE -O^HOO 
CiZ 
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( ND-ME~Q49.90Q ) 


PLAN 

SCALE: r=40’ 




de 


o 

NATURAL—. 

+ 

GROUND ) 

o 


2230H 


2220 - 


2210 - 


2200 ,J 

pipf ssmcams proposed so ’ pipeune 

PIPE 30” O.D. x 0.625” W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: BORE 

MIN. TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


r 2230' 


- 2220 ’ 


PROFILE 

SCALE: r=40’ HORIZ. 
T=20* VERT. 


2210 ' 


2200 ' 

^ X=939954.43 
Y= 17093570.57 
DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: <£. COUNTY ROAD 14 

AT STA. 0+95, ELEV. 2218.40’ 


01/06/15 


03/02/15 


12/22/14 


REV. DATE BY 


JTM 


OP 


JMH 


ISSUED FOR USE/PERMIT 


ISSUED FOR U5E/PERMIT 


ISSUED FOR REVIEW 


DESCRIPTION 


RC 


RC 


CHK. 


PROJECT NO. 


10395700 



WOOD GROUP MUSTANG, INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


DAKOTA ACCESS, LLC 


PROPOSED 30" DAPL PIPELINE CROSSING 

COUNTY ROAD 14 (28TH STREET SW) 


MERCER COUNTY 


DRAWN BY: OP 

DATE: 12/04/14 

CHECKED BY:RC 

DATE: 03/02/15 

SCALE: AS SHOWN 

APP.: 


NORTH DAKOTA 


DWG. NO. 

ND-ME-049.900 


REV 

c 


wr 


MERCER COUNTY HIGHWAY DEPARTMENT DRIVE PERMIT 


Permit No._ Qiofa ) 1-013 (A 


APPLICANT 

PfoLlOTA LC C. j 


CITY ^ 

STATE 

~TX 

ZIP 

^1-0 G 


i -C-lfVl OOfSAt&W 

The Applicant requests permission to construct XL private— commercial drive{s) on the County roadway 

Amount Circle One 


right of way along the Ujs> side of County route # T V 


(V £> 4*3 


, direction 


-s>. 


from 


location 


Town, Highway, Junction 

{Description of proposed work on county right of way and type of business served) 

T£m pD i^CL fZui ClCXjL&~o -Qorz- Cori*d~yza (Jru>^\ <3^ 

CK 3 O" CRllcLs- o\ p^pthnjt 


described as follows: 


1 &X* ^ . 

FJ V' 


J // 

Applicant agrees that any permit issued and any entrance built or work done s^alTb'e~if!-9CCQKjancfe ; with plans 
attached hereto and made a part hereof, and Permit Specifications printed on the reverse side of thissheet. If the 
applicant fails to construct the drive to the specified dimensions, including the proper culvert length and inslopes, the 
Department of Transportation, hereinafter referred to as NDDOT, will either cancel this permit and remove the drive or 
make the necessary corrections and the Applicant will reimburse NDDOT for such work. 


To be signed by Owner; Partner; Corp. Pres., Vice Pres., or 
other authorized Corp. Officer. (If signed by other authorized 
Corp. Officer, please attach copy of Power of Attorney or other 
documentation showing authority to sign.) 


APPLICANT: 


MERCER COUNTY HIGHWAY 
DEPARTMENT 


/£j J' , 



S ketch 


8:1 


3:1 


lAiD-me -649 -loo 
Cfi * . 


Utility Occupancy Application and Permit 

Permit #_ 

Applicant Information: 

PAldoTlft ACCESS LCC of UoustpyO ~~Tx 


/loQ((? (f tp) 


Owner of Facility 


City 


State 




Mailing Address 


Telephone Number 


QgygjgjCit a to Sp. rtrxWJWr $ aa i^feLs 

Applicant’s Agent ( Title * Telephone Number 


Wlercer County Road # Afjl Sp Direction N (£)e W 

Opprt^V ef- mites from Junction Mercer County Road # i‘~f 

Section(s) Township t'fl A) Range ^*5^ 


Type of Facility: 


301 Ci^aO£ Piu ^iPizLUAPP. 

Description of proposed facility (include drawings/sketches/staking sheet) 


£>P £ Ox T 


Description of proposed method of installation 



Location of Pole(s) 


Location of Appurtenances 


TT* 3 ^- 

"'jj 


Size of Facility 

Number of Cables 

Length of Dowtijguys 


fens- 


wIa- ' 


Pipeline Pressure 

Size of Casing 

Length of Casing 



Location-Others 


(Vents, Manholes, Valves, etc.) 

Terms & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions; and the 
installation & maintenance provisions, attached hereto and made a part hereof. 


A. 

B. 

C. 

D. 

E. 

F. 

G. 

H. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 


Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 


Installation shall be completed on or before , pnfl.q .aoi T- 


A 


Applicant is hereby granted permission to install & mainta 
hereof. 



Vice President, Land and Right of Way 

pplicarit Signature 


facilities applied for, as shown on the plans attached hereto & made a part 


Approved by Mercer County Board of Commissioners/Road Superintendent this 


66 


. day of. 


.20 JJq_ 


Road Superintendent 



Chafffnan 


ommjssjon 


HI t>~'W&-C6D.q0p 
LcQ. CUM- “3 > ^2 


Longitudinal: 


Location # 


* * t 

/V 1 (3d Highway # 6 ?c)&lX ; ' Sfc) Lanes of T raffic >2 — 4r 

Direction N (£Tfe W Cippit ty Lp% S [ feet from m i l e m a rk e r C.-£t ^ 


Direction N S E W 
or 


miles from city of 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway #_ 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Location # 


Direction N S E W 
Direction N S E W 
or 


Highway # 


Lanes of Traffic 2 4 

feet from mile marker 

miles from city of 


miles from junction highway # 


Interstate Highways (applicant's description of the proposed method of ingress and egress to each work location). 


WAW a- ^0 


F ' lE: R: \ Pr ; 1 03957\DISCIPLINE\CAD\DRAWINGS\93— PERMIT\NORTH DAKOTA\MERCER C0UNTY\103957-Pa-ND- 0.900.d*g PLOT DATE: 2/28/2015 BY: ANDREWS, CINDY 


MERCER COUNTY. NORTH DAKOTA 

SECTIONS 26 It 27, TOWNSHIP 144 NORTH. RANGE 88 WEST 



C ND-ME-050.000 ) 

PEARL R. VOEGELE 


( ND— ME-049.000 ) 

ERVIN MUND AND 
JERRY VOEGELE 


(ND— ME-0SQ.900) PLAN 

SCALE: r= 50 ‘ 


tr 


o 

o 

2240 s A- 


2230* 


2220 s - 


2210 s - 1 




PIPELINE WARNING SIGN 
AND' TEST STATION 
(TYP. BOTH SIDES) 




PROPOSED 30 * PIPELINE 


264’ MIN 


PIPE SPECIFICATIONS 

PIPE 30" O.D. x 0.625’ W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN. TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFS LE 

SCALE: r=50* HORIZ. 
1"=20' VERT. 


n 2240' 


- 2230* 


- 2220 s 


T- 2210 s 


X: 940472.97 
Y: 17092862.01 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 
T.B.M.: 62ND AVENUE SW 

AT STA. 1+22, ELEV. 2225.03’ 


© 


03/02/15 


12/22/14 


REV. DATE 


OP 


JMH 


BY 


ISSUED FOR USE/PERMIT 


ISSUED FOR REVIEW 


DESCRIPTION 


RC 


CHK. 


PROJECT NO. 


10395700 


WOOD GROUP MUSTANG. INC. 


DAKOTA ACCESS, LLC 


PROPOSED 30 DAPL PIPELINE CROSSING 

62ND AVENUE SW 

MERCER COUNTY NORTH DAKOTA 


DRAWN BY: PRV 

DATE: 12/05/14 

CHECKED BY: RC 

DATE: 03/02/15 

SCALE: AS SHOW 

APP.: 


DWG. NO. 

ND-ME— 050.900 


REV. 

B 


Utility Occupancy Application and Permit >„ 

. Permit# /U?Q7 

Applicant Information: 

PA4XTA ACC\?^ ULCL of "Tx 



Owner of Facility 


City 


State 


\G>QQ 


Mailing Address 


(\a \teJ 2 - Q A AUA/O h Mn 

Applicant's Agent l 


Telephone Number 


Se. fth aak % m -Ts? ? ■ a 

Title ' Telephone Number 


mm 


Mercer County Road # StSlt j Direction N S E miles from city of 

w ) Q^2~C> mffes from Junction Mercer County Road # 

Section(s) CLP & 5 Township IHl t\? Range CD 


Type of Facility: 


3P M iPaog- £>ix fcnPgLWUP 


Description of proposed facility (include drawings/sketches/staking sheet) 

OP p v‘/ Cu r /i*^^ 


Description of proposed method of installation 


f **n 


— 




Size of Facility 

Number of Cables 

Length of Dow&dStrys.^^^ 

1 4 yo Gy- 


iu/a- 

Pipeline Pressure 

Size of Casing 

Length of Casing 


a® II 


Location of Pole(s) 


Location-Others 


Location of Appurtenances 
(Vents, Manholes, Valves, etc.) 

Terms & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions; and the 
installation & maintenance provisions, attached hereto and made a part hereof. 


A. 

B. 


D. 

E. 

F. 

G. 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent. 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities. 

All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway. Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way. 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way; which may be damaged as a result of the installation & maintenance of said facilities on highway right of way. 

Applicant shall remove said facilities from highway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established. 

Additional installation & maintenance requirements are as follows (if applicable): 

Installation shall be completed on or before — Ofacu <Q . n 

'Z'j u ! ^ _ _ Vice Presid ent, Land and Right of Way 


Date 



Applicant Signature 


Applicant is hereby granted permission to install & mairfeirvthe facilities applied for, as shown on the plans attached hereto & made a part 
hereof 

20 /£. - 


Approved by Mercer County Board of Commissioners/Road Superintendent this _ day of. A/ kll 

R/ad Superintendent 



Longitudinal: 


Location # 

fYWjEA. Co Highway # Sf SD Lanes of Traffic' 2 — 4- - ion 

Direction N S 1 ^ feet from mil e mark er Ay P> 

Direction N S E W miles from city of 

or miles from junction highway # 


Location # 

Highway # Lanes of Traffic 2 4 

Direction N S E W feet from mile marker 

Direction N S E W miles from city of 

or miles from junction highway # 


Location # 


Highway# Lanes of Traffic 2 4 

Direction N S E W feet from mile marker 

Direction N S E W miles from city of 

or miles from junction highway # 


Location # 


Highway# Lanes of Traffic 2 4 

Direction N S E W feet from mile marker 

Direction N S E W miles from city of 

or miles from junction highway # 


Interstate Highways 


(applicant’s description of the proposed method of ingress and egress to each work location). 


Or ^co 


FIL£; R; \ p \103957\DISCIPLINE\CAD\DRAWNGS\93-PERMn\NQRTH DAKOTA\MERCER CQUNTY\1Q3957-PB-ND 53.900.d«g PLOT DATE: 2/2B/2015 BY: ANDREWS, CINDY 


MERCER COUNTY. NORTH DAKOTA 

SECTIONS 26 tc 35, TOWNSHIP 141 NORTH, RANGE 88 WEST 


<fe STATE HIGH WAT 49 



PLAN 

SCALE: 1’=20’ 



PIPE SPECIFICATIONS 

PIPE 30" O.D. x 0.625” WT. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: OPEN CUT 

MIN. TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROFILE 

SCALE: r=20* HORIZ. 
r=20’ VERT. 




X=942765.07 
Y= 170881 90.84 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 
T.B.M.: 29TH STREET SW 

AT STA. 04-36, ELEV. 2267.94’ 


03/02/15 


REV. DATE 


PM 


BY 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


RC 


CHK. 


PROJECT NO. 


10395700 



WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 


** DAKOTA ACCESS, LLC 


PROPOSED 30 DAPL PIPELINE CROSSING 


MERCER COUNTY 


DRAWN BY: PM 

DATE 

02/2/15 

CHECKED BY:RC 

DATE 

03/02/15 

SCALE: AS SHOWN 

APR. 



DRTH DAKOTA 


DWG. NO. 

ND-ME-053.900 


REV. 

A 


UTILSTY OCCUPANCY APPLICATION AND PERMIT 

North Dakota Department of Transportation, Design Division 
SFN 7995 (Rev. 11-2012) 


Page 1 of 2 


Document Number 


l UP 2/5 


(FOR STATE USE ONLY) 




Permit Number 


5Z&CB 


Prepared Company Name 

ccmpactuhjd smpp 

" *” d " , eU) T eefti 


Owner of Facility ^ 

Dtarfi AfllP/rfe LLC 


m 


Mailing Address _ 

x'ioo mAryo street^ 

Telephone Number 

Owner's Ag Kit City . 

Gaiae ( Li 10£. rSisrtV*£e4<_ 

State Zip Code 

Telephone dumber _ 

Owner's Contractor U 

City 

State 

Telephone Number 


J-J-l-U W.L ! i UfUinuititg mur.i — 

Description of Proposed Facility %. t i ^ 

C-feurV . /<S 1 

^ — r-T U . t l _ ( 4 


' M Q1 


Number of Cables 

Length of Down Guys 

Pipeline Pressure ^ x _ 

m oi> IWOp&lof 

Size of Casing 

Length of Casing 

Location of Pole(s) [ f 

Location of Appurtenances 

Location - Others 

TERMS AND CONDITIONS: Installation and maintenance of said facilities on highway right of way shall be subject to the North Dakota Department 
of Transportation's (NDDOTs)Tl Policy for Accommodation of Utilities on State Highway Right of l/l/ay", current edition, and the following terms and 
conditions, attached hereto and made a part hereof. 


(A) Installation/maintenance of said facilities shall be done in a manner satisfactory ta the NDDOT district engineer, 

(B) Owner shall notify the NDDOT district engineer forty-eight (48) hours prior to installing, maintaining, relocating, or removing said facilities. All disturbed 
areas shall be restored to their original condition in a manner satisfactory to the NDDOT district engineer. 

(C) The owner shall be required to wear an ANSI/ISEA 107-2004 Class II height visibility garment while within the highway right-of-way as per the 
requirements of 23 CFR 634. 

(D) Owner shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of way.which 
may be damaged as a result of the installation and maintenance of said facilities on highway right of way 


(E) The Risk Management Appendix, attached, is hereby incorporated and made a part of this agreement. 

(F) Owner shall promptly remove said facilities from highway right of way, or shall relocate or adjust said facilities, at its sole cost and expense when 
requested to do so by NDDOT. 

(G) NDDOT specifically reserves the right to revoke, or change the terms and conditions of, this Permit with or without cause and upon notice to the Owner 

(H) The Owner, far him or herself, his or her personal representatives, successors in interest, and assigns, as a part of the consideration hereof, does 
hereby covenant and agree that (1) no person, on the grounds of race, color, national origin, sex, age, disability/handicap, or income status**, shall be 
excluded from participation in, be denied the benefits of, or be otherwise subjected to discrimination in the use of said facilities, (2) that in the 
construction of any improvements on, over, or under such land and the furnishing of services thereon, no person, on the grounds of race, color, 
national origin, sex, age, disability/handicap, or income status**, shall be excluded from participation in, be denied the benefits of, or otherwise be 
subjected to discrimination, (3) that the Owner shall use the premises in compliance with all other requirements imposed by or pursuant to Title 49, 
Code of Federal Regulations, Department of Transportation, Subtitle A, Office of the Secretary, Part 21, Nondiscrimination in Federally-assisted 
Programs of the Department of Transportation - Effectuation of Title VI of the Civil Rights Act of 1964, and as said Regulations may be amended. 


That in the event of breach of any of the above nondiscrimination covenants, the NDDOT shall have the right to terminate this Permit and to re-enter 
and repossess said land and the facilities thereon and hold the same as if said Permit had never been made or issued. 

**The Act governs race, color, and national origin. Related Nondiscrimination Authorities govern sex, 23 U S.C. 324; age, 42 U.S.C. 6101; disability/ 
handicap, 29 U.S.C. 790; and iaw income, E.0, 12898. 

(I) The installation shall be completed on or before fYldxu— 1 T 20 J3=z 

Company N 


T fa itom m vs yog- , 

'/W/fr C 


DATE 


The Owner is hereby granted 
Approved by NDDOT this _ 


to i nstall 



the facilities 


TURE 

hereto and made a part hereof 


M)-v via -qgs'Aoo 

Sr Hi 


NORTH DAKOTA DEPARTMENT OF TRANSPORTATION 



CISTFtiqrtEfeN£Ef? (TYPE C 


SIGNATURE 


















SFN" 7995 (Rev. 11-2012) Page 2 of 2 


LOCATION NO. 


(FOR STATE USE ONLY) Begin Ref. Point 


l c , ” 7 . End Ref. Point fiZ- L '!> 


Highway No. Ji 
Direction I^N 
Direction 0N 
□n0s0e 

LOCATION NO. 

Highway No. _ 
Direction □ n 
D irection □n 

□n 0s0e 


LOCATION NO. 


Highway No. _ 
Direction I In 
Direction I In 
□ n 0s0e 


LOCATION NO. 


Highway No. 

Direction I In 
D irection I In 

0n0s0e 

LOCATION NO. 


[ ^ □ Along or Ixl Across 

Os 0 e 0w Begin 4'3-8£)’ 

@5 0E 0W End 

1 1 W from city of or_ 

(FOR state USE ONLY) Begin Ref. Point 

|~~i Along or j | Across 

Os Oe 0w Begin 

□s Oe □ w End 

□ w from city of or 


_ (FOR STATE USE ONLY) Begin Ref. Point 


□ Along or |~1 Across 

□ S DE 0W Begin 

0s Oe 0w End 

□w from city of or 


(FOR STATE USE ONLY) Begin Ref. Point 


[_| Along or [^Across 

□s De □ W Begin 

□ s De 0W End 

1 1 W from dty of or 

(FOR STATE USE ONLY) Begin Ref. Point 


Lanes of traffic 02 I |4 
feet from reference marker ^ 2 -, 
feet from reference marker 
miles from junction highway 

End Ref Point 

Lanes of traffic 02 04 

feet from reference marker 

feet from reference marker 

miles from junction highway 


End Ref. Point 


Lanes of traffic 02 04 

feet from reference marker 

feet from reference marker 

miles from junction highway 


End Ref Point 


Lanes of traffic 02 04 

feet from reference marker 

feet from reference marker 

miles from junction highway 

End Ref. Point 


Highway No. 

0 Along 

or 0 Across 

Lanes of traffic 02 04 

Direction 0N [ Is 

0E 0W 

Begin 

feet from reference marker 

Direction 0N 1 Is 

0E 0W 

End 

feet from reference marker 

0N0S0E 0W 

from city of 

or 

miles from junction highway 


LOCATION NO. 


(FOR STATE USE ONLY) Begin Ref. Point 


End Ref. Point 


Highway No. 0 Along 

or | | Across 

Lanes of traffic 02 04 

Direction 0N 0S 0E 0W 

Begin 


feet from reference marker 

Direction 0N 0S 0E 0W 

End 


feet from reference marker 

1 1 N 0S0E 1 lw from dty of 


^or 

miles from junction highway 


INTERSTATE HIGHWAYS- Applicant’s description of the proposed method of ingress and egress to and from interstate right 
of way, as attached to the plan. 


to O-FFIE- -0 SST FJ OO 

SH •W 










( ND-ME-055.000 ) 
LARRY L. SCHNAIDT 


©T. 


t 30TH STREET 


2 S | S 

5 £| ±11+1+1 


055,900 } 1 

PLAN 

SCALE: r-40' 


-%'S 


I e 


SB 


- PIPELINE WARNING SIGN 
AND TEST STATION 
(TYP. BOTH SIDESJ " 


s i rs 

*4 / 


NATURAL 

GROUND 


PROPOSED 30 PIPEUNE 


rtujc-f 


_,CUL.. 


220' MIN. 


PIPE JO” 0,0. x 0-625" W.T. 

API 5 LX— 70 HSAW 

COATING; 14-16 MILS FBE 

W/40 MILS ARC 

SERVICE: CRUDE Oil 

INSTALLATION: BORE 

MIN. TEST PRESSURE: t,0OO PSIG 

MOP* 1 440 PSIG 

MIN.’ YIELD STRENGTH: 70,000 PS! 


PROFILE 

SCALE: r-40‘ HORIZ. 
1*=20' VERT. 


ocoeei! 

DEE® EM 


ISSUED FOR USE 


FOR USE 


ISSUED FOR USE 


ISSUED FOR USE/PERWT 


description 


© ?= 


PROJECT NO. 


10395700 



WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING f=lHM 627C 


17035935.47 


DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GE01D 2012, NAVD 86) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: t STATE HIGHWAY 49 

AT STA. 1+00, ELEV. 2307.19* 


DAKOTA ACCESS, LLC 


PROPOSED 30 DAPL PIPEUNE CROSSING 

STATE HIGHWAY 49 

MERCER COUNTY NORTH DAKOTA 


DRAWN BY: CHA DATE: 12/22/U DWG. NO. I REV. 

™ a ™*- ND-ME-055.900 
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imin kuww h 


114ttlKDftttVUS;B 


Ohvmr C . 


W 



U0-to£-0B£. e teO JVt> 

CLS LiNK GIS Viewer 


rim Contract 

















MIMMe^ Dakota Century Code, 

Chapter 49-23. {ONE-CALL EXCAVATION NOTICE SYSTEMS ; .>^ o;*?. 

INST/MJtATION . AWP MAINTENAIHQE; ; tipfejlfjtlpri ^€io^-^a^ejT®ru^Gr of Mli^.^talfftEes op 
htghvray rl^ofw^el^Gonfoimto^fdtowlng prtwteleiw; •« .< • 

Within thirty (30) days after construction, maintenance, relocation, or removal of said facilities, 
any rlgW MWW stars sha ll ta nwWftftrW? dStatrtari:j*e« restored to original condition. 
Existing topeoti shaft be removed prior to excavation' and stockpiled imtH aft disturbed areas 
ati restored fo original grade. The stockpiled topfeofi SHfifttaevertly and stoodfely replaced 
over the areas disturbed by the trenches or pits. 

VaMcdaa aind ettwr work equipment used Ip install or repintain said fadWIaa within highway 
right of way stain,’ \^re poe«f^ us& aptabiiShed access pptote^service reeds* driveways 
and approaches to enter or leave the outer portion of the right of way for the performance of 
c^s^pary )ryDff^.Qprafsddiaa%. §uch vehktfss and y^;e«ulpmarri^l(.»^ 

lanes or shoulders of the highway during fnstailatfon or maintenance of said 
'A|pin%^-' v $, ! $• -oi > - V- * r f -f,-’.; ■ 

,<v.- L ■> f, V .* ' : ?\ i. 'MQ ^iv J : ;,J '- >;<>.- ■' ' 

Protection to the free and safe flow of the highway traffic shall be as required in accordance 
with the "Manual gp lji$ptsh m < * &»**.» 


__ ___ . . _ 

' ''■" ' ' 'ttfS^Vzn Wfrft ahfv^ 

The Department of Transportation may not be the total fee owner and does not warrant the 
title to the highway right of way covered by the terms of this permit. The Recipient stall be 
responsible for reviewing the public records to determine ownerships and any encumbrances 
to the tide of fee properties covered by the terms of this permit. 

For highway crossings, the burled telephone wire or cable shall be Installed under fee 
surfaced sections by boring or jacking pipe through the roadbed between the clear zone limits. 
Wet boring or jetting of the pipe under fee roadway is not pernrdssibte. 

Trenches and pits opened within the right of way shall be cut to O.S.HA Standards and shall 
be of minimum width necessary to accommodate installation of said facilities. Open trenches 
and pits staff be barricaded if left unattended. 


9. Trenches and pits opened within the right of way shall be backfilled with the same material 

sfsnsftf .m&ft that of fee adjacent undteturtad son and 
restored ^ Jhp priginal gracfe- Tta taaltfiH stall be tamppd in layers not exceeding six (6) 
inckeaM ramparted ibMdtPOss. ContakteOiao of the backfill by saturation or ponding is not 
permissible. 

* t 

12. The pipeline shall have a minimum of thirty-six (36) inches of cover within highway right of 
way- 

15. On longitudinal installations, where fed buried cable or pipe is installed by plowing, the plowed 
ridges sf^betridi^fonfeattycompactedand made flushwith theoriglnal ground. 

l 





firom thfe project 


Casing. pfp*,’ whsaM 
highway inslope*. Ti 
waterway through the 


Th^ioMr^is 


nd a minfmu w. OHwo;^ feet fefcywid the toe of the 
ail be sealed at both ends to prevent formation of a 


The' diameter of the bored orjacked installations shaffhot exceed by inoretfian one 

{TJfawh fee>o«t9Wedlahtetiiiffefrfee faciiity. Overstzfed bores; overbreaks, andundiSeti holes 
shall be backfilled with drtStit ■■"■< ' ' - '* - - 


tjj. *><. .. V / «f t »■ O ■,&& i - J /i¥ ■ . t :i i ..-'in ><*■ 


The tocafioh of the pipeline crossing shall be indicated by a marker* post installed on each side 
of the highway at the right Of way line. t^OO. attached to One of the 

marker posts: showing the name, address, and telephone number of the Recipient. 


Tlw Dspartmbnt of Tmneportation sball be notified In advance of any proposed change in the 
type oflrenstfHttant eagled by the pipeline, or arty Increase in the maximum working pressure 
specified In the appkeatfortfer the permlt 


28. 

48. 

55. 


Marker posts shall be installed at the highway right of way line at intervals not to exceed 1 ,000 
feet An kterttfflcaflon slgir Shall be attached te one of the marker posts and shall show the 
name; a dd re s s , telephone number, and location of the pipeline. 

The casing pipe shall be confituteusr and shall extend a rntnimtim of two (2) feet beyond the 
ctear aowerw two (2) feet beybhd the toes of outer Irfslopes of the highway, whichever is 
further from fee highway center line. The casing pipe shad be adequately sealed at both ends 
wife suitable material that will prevent fee formation of a waterway. 

Casing is iwtregulwtaiN^ rtrtm sMMi tNtitoeeSi^ - v -" ;,v 


ACOffO 


CERTIFICATE OF LIABILITY INSURANCE 


DATE (MM/DD/YYYY) 

2/4/2016 


THIS CERTIFICATE IS ISSUED AS A MATTER OF INFORMATION ONLY AND CONFERS NO RIGHTS UPON THE CERTIFICATE HOLDER. THIS 
CERTIFICATE DOES NOT AFFIRMATIVELY OR NEGATIVELY AMEND, EXTEND OR ALTER THE COVERAGE AFFORDED BY THE POLICIES 
BELOW. THIS CERTIFICATE OF INSURANCE DOES NOT CONSTITUTE A CONTRACT BETWEEN THE ISSUING INSURER(S), AUTHORIZED 
REPRESENTATIVE OR PRODUCER, AND THE CERTIFICATE HOLDER. 


IMPORTANT; If the certificate holder Is an ADDITIONAL INSURED, the pollcyfles) must be endorsed. If SUBROGATION IS WAIVED, subject to 
the terms and conditions of the policy, certain policies may require an endorsement. A statement on this certificate does not confer rights to the 
certificate holder in lieu of such endorsements). 


producer LOCKTON companies 

5847 SAN FELIPE, SUITE 320 
HOUSTON TX 77057 
866-260-3538 


t£:z4i4m 


insured DAKOTA ACCESS, LLC 
1389319 1300 MAIN STREET 
HOUSTON, TX 77002 


INSURER A : Old 


| INSU 




m 




COVERAGES CERTIFICATE NUMBER: 13887652 REVISION NU 


THIS IS TO CERTIFY THAT THE POLICIES OF INSURANCE LISTED BELOW HAVE BEEN ISSUED TO THE INSURED NAMED ABOVE FOR THE POLICY PERIOD 
INDICATED. NOTWITHSTANDING ANY REQUIREMENT, TERM OR CONDITION OF ANY CONTRACT OR OTHER DOCUMENT WITH RESPECT TO WHICH THIS 
CERTIFICATE MAY BE ISSUED OR MAY PERTAIN, THE INSURANCE AFFORDED BY THE POLICIES DESCRIBED HEREIN IS SUBJECT TO ALL THE TERMS. 
EXCLUSIONS AND CONDITIONS OF SUCH POLICIES. LIMITS SHOWN MAY HAVE BEEN REDUCED BY PAID CLAIMS. 


imm 


POLICY NUMBER 

MWZY 59829 15 


! 9/15/2015 

9/15/2016 

9/15/2015 

9/15/2016 


UMrrs 


10.000,000 


10.000,000 


xxxxxxx 


$ 10,000.000 


s 10,000,000 


PRODUCTS - COMP/OP AGO S 10,000.000 


MED EXP 


personal a adv injury 


ENERAL AGGREGATE 



$ 10 . 000.000 


IJODILY INJURY {Pwpereor) $ XXXXXXX 


BODILY INJURY (Peraedden 


* XXXXXXX 


5 xxxxxxx 


J xxxxxxx 


* xxxxxxx 


CERTIFICATE HOLDER CANCELLATION See Attachment 



SHOULD ANY OF THE ABOVE DESCRIBED POLICIES BE CANCELLED BEFORE 

THE EXPIRATION DATE THEREOF, NOTICE WILL BE DELIVERED IN 

ACCORDANCE WITH THE POLICY PROVISIONS. 

13887652 

AUTHORIZED REPRESENTATIVE 

NORTH DAKOTA DEPARTMENT OF TRANSPORTATION 

608 EAST BOULEVARD AVE. 

BISMARCK ND 58505-0700 



ACORD 25 (2014/01) ©1936-2014 ACORD CORPORATtQff All rights reserved 


The ACORD name and logo are registered marks of ACORD 


















































Risk Management Appendix 

Permits and Licenses with Private individuals, Companies, Corporations, Etc. (referred to as Recipient): 

Recipient agrees to defend, indemnify, and hold harmless the state of North Dakota, its agencies, officers and 
employees (State), from and against claims based on the vicarious liability of the State or its agents, but not 
against claims based on the State's contributory negligence, comparative and/or contributory negligence or 
fault, sole negligence, or intentional misconduct The legal defense provided by the Recipient to the State under 
this provision must be free of any conflicts of interest, even if retention of separate legal counsel for the State is 
necessary. Recipient also agrees to defend, indemnify, and hold the State harmless for all costs, expenses and 
attorneys' fees incurred if the State prevails in an action against the Recipient in establishing and litigating the 
indemnification coverage provided herein. This obligation shall continue after the termination of this agreement. 

Recipient shall secure and keep in force during the term of this agreement, from insurance companies, 
government self-insurance pools or government self-retention funds authorized to do business in North Dakota, 
the following insurance coverages: 

1) Commercial general liability and automobile liability insurance - minimum limits of liability required are 
$250,000 per person and $1 ,000,000 per occurrence. 

2) Workers compensation insurance meeting all statutory limits. 

3) The State of North Dakota and its agencies, officers, and employees (State) shall be endorsed as an 
additional insured on the commercial general liability and automobile liability policies. 

4) Said endorsements shall contain a “Waiver of Subrogation” in favor of the state of North Dakota. 

5) The policies and endorsements may not be canceled or modified without thirty (30) days prior written 
notice to the undersigned State representative. 

Recipient shall furnish a certificate of insurance evidencing the requirements in 1, 3, and 4 above to the 
undersigned State representative prior to commencement of this agreement. 

The State reserves the right to obtain complete, certified copies of all required insurance documents, policies, or 
endorsements at any time. If Recipient’s insurance will expire prior to the term of this agreement, Recipient 
shall renew the above requirements and furnish a certificate of insurance evidencing the renewal to the 
undersigned State representative prior to the expiration of the insurance. Any attorney who represents the State 
under this policy must first qualify as and be appointed by the North Dakota Attorney General as a Special 
Assistant Attorney General as required under N.D.C.C. Section 54-12-08. 

When a portion of a Contract is sublet, the Recipient shall obtain insurance protection (as outlined above) to 
provide liability coverage to protect the Recipient and the State as a result of work undertaken by the 
Subcontractor. In addition, the Recipient shall ensure that any and all parties performing work under the 
Contract are covered by public liability insurance as outlined above. All Subcontractors performing work under 
the Contract are required to maintain the same scope of insurance required of the Recipient. The Recipient 
shall be held responsible for ensuring compliance with those requirements by all Subcontractors. 

Recipient's insurance coverage shall be primary (i.e. T pay first) as respects any insurance, self-insurance or self- 
retention maintained by the State. Any insurance, self-insurance or self-retention maintained by the State shall 
be excess of the Recipient's insurance and shall not contribute with it. The insolvency or bankruptcy of the 
insured Recipient shall not release the insurer from payment under the policy, even when such insolvency or 
bankruptcy prevents the insured Recipient from meeting the retention limit under the policy. Any deductible 
amount or other obligations under the policy(ies) shall be the sole responsibility of the Recipient This insurance 
may be in policy or policies of insurance, primary and excess, including the so-called umbrella or catastrophe 
form and be placed with insurers rated ‘A-’ or better by A.M. Best Company, Inc. The State will be indemnified, 
saved, and held harmless to the full extent of any coverage actually secured by the Recipient in excess of the 
minimum requirements set forth above. 


RM Consulted 2007 
Revised 5-09 
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All policies (except Workers' Compensation/EL) include a blanket automatic additional insured 
endorsement [provision] that confers additional insured status to the certificate holder only if there is a 
written contract between the named insured and the certificate holder that requires the named insured to 
name the certificate holder as an additional insured. In the absence of such a contractual obligation on 
the part of the named insured, the certificate holder is not an additional insured under the policy. 

All policies include a bfanket automatic waiver of subrogation endorsement [provision] that provides this 
feature only when there is a written contract between the named insured and the certificate holder that 
requires it. In the absence of such a contractual obligation on the part of the named insured, the waiver 
of subrogation feature does not apply. 


Miscellaneous Attachment : M490201 
Master ID: 1389319, Certificate ID: 13887652 



Dakota Access, LLC 
1300 Main St. 
Houston, TX 77002 


Dear Permittee: 

You have submitted to the North Dakota Department of Transportation (NDDOT), in connection 
with your certificate of insurance, additional pages or language on the certificate which either 
purports to limit or qualify the information reflected on the certificate of insurance or which 
purports to change, modify or amend your company’s insurance policies. NDDOT policy is to 
not solicit, review or approve contractors’ insurance policies, endorsements or amendments to 
insurance policies, or insurance documents other than properly completed certificates of 
insurance. NDDOT contracts specify that contractors are responsible for acquiring and 
maintaining specified coverages and proof of insurance. 

Please have a company executive authorized to execute contract documents sign and date the 
statement below attesting that your company has insurance coverage consistent with the contract 
provisions and immediately fax and mail it back to us. 

Be advised that execution of this contract will be delayed until these issues have been resolved. 



rioel M. Wilt La\ju©.wc£, 
WiBi s t on District Engineer 


UTILITY OCCUPANCY APPLICATION AND PERMIT 


Dakota Access. LLC: states that the company has, and will maintain in force, insurance 
coverages (including proof of coverages) consistent with the contract specifications. 


Date 2-/ & / f(o 



Vice President, Land and Right of Way 


Type or Print Name & Title 



DRIVEWAY APPLICATION & PERMIT 

North Dakota Department of Transportation, Maintenance Division 




Driveway Information on State Highway Right of Way 

“te, i Direction □ NO s® Eg W side of Route 311 




•S3, or, SR H4 

>n Mile Marker Number^ 

‘zf-z-Mczzite 


Description of proposed work on state right of way and type of business served. 


tknq OCCZJ^> ^lStU-6^ 1 £hTl \>Oih 


Applicant agrees that any permit issued and any entrance built or work done shall be in accordance with plans 
attached hereto and made a part hereof, and Permit Specifications printed on the reverse side of this sheet. If 
the applicant fails to construct the drive to the specified dimensions, including the proper culvert length and 
inslopes, the Department of Transportation, hereinafter referred to as NDDOT, will either cancel this permit and 
remove the drive or make the necessary corrections and the Applicant will reimburse NDDOT for such work. 


NORTH DAKOTA 

APPLICANT: DEPARTMENT OF TRANSPORTATION 



(Original to District File, copy to Applicant) Page 1 of 2 (Over) 

(l>b^ iy)E_ -05S'-9£%> 

stl 4 <? 








DRIVEWAY PERMIT SPECIFICATIONS 


1 . The total cost of all construction and maintenance of the work specified shall be borne by the Applicant, his grantees, 
successors, and assigns: except that the state will maintain the shoulder of the roadway. 

2. The applicant shall be required to wear an ANSI/ISEA 107-2004 Class II high visibility garment while within the highway 
right-of-way as per the requirements of 23 CFR 634. 

3. It is understood by the Applicant that the state does not assume any responsibility for the removal or clearance of snow, 
ice, or sleet, or the opening of windrows of such materials, upon any portion of the driveway even though snow, ice, or 
sleet is deposited or windrowed on said drive by its authorized representative engaged in normal winter maintenance 
operation. 

4. No driveway shall be considered as completed until checked and approved by NDDOT. Surfacing may be omitted on 
field entrances if so specified in the application. 

5. A driveway, as referred to in this permit, shall be the traveled area between the highway roadway surface and the 
adjacent right-of-way line. Said driveway shall be used only for the purpose of providing entrance to and exit from the 
Applicant's property. 

6. No driveway, or improvement constructed on the highway right-of-way shall be altered or relocated without permission of 
the district engineer of NDDOT. 

7. The Applicant agrees to perform all work in accordance with this permit, and to indemnify and hold harmless NDDOT, its 
officers, and employees from any and all liability, judgments, costs, expenses, and claims growing out of damages, or 
alleged damages, of any nature whatsoever, to any person or property arising out of performance or nonperformance of 
said work, or the existence of said driveways. 

8. It is understood by the Applicant that the location, construction, and maintenance of driveways are under the supervision 
of NDDOT at ali times, and that in granting this permit NDDOT waives none of its powers or rights to direct the removal, 
relocation, or proper maintenance in the future of any driveways within the right of way of the state highway. 

9. The granting of this permit does not vest the Applicant with the exclusive use of the driveway. NDDOT retains the right to 
diminish and expand the use of the driveway as required in the interest of the safety of highway traffic. 

10. Wetland: The applicant shall certify that no wetlands will be impacted by the installation of the driveway. If wetlands are 
impacted, the applicant shall coordinate with the US Army Corps of Engineers (USACE), North Dakota Regulatory Office 
to determine if a permit is required or mitigation is needed. Certification of avoidance, a wetland delineation, or a permit 
(if required) from the USACE shall be attached to the application. 

11. The Applicant, for him or herself, his or her heirs, personal representatives, successors in interest, and assigns, as a part 
of the consideration hereof, does hereby covenant and agree that 1) no person on the ground of race, color, or national 
origin, will be excluded from participation in, denied the benefits of, or be otherwise subjected to discrimination in the use 
of said facilities, 2) that in the construction of any improvements on, over, or under such land, and the furnishing of 
services thereon, no person on the ground of race, color, or national origin, will be excluded from participation in, denied 
the benefits of, or otherwise be subjected to discrimination, 3) that the Applicant will use the premises in compliance with 
all other requirements imposed by or pursuant to the Acts and Regulations, as amended, such that no person on the 
grounds of race, color, or national origin, will be excluded from participation in, denied the benefits of, or be otherwise 
subjected to discrimination in the use of said facilities set forth in this Assurance. 

12. That in the event of breach of any of the above non-discrimination covenants, NDDOT will have the right to terminate this 
Permit and to enter or re-enter and repossess said land and the facilities thereon, and hold the same as if said Permit 
had never been made or issued. 

13. Risk Management Appendix, attached, is hereby incorporated and made a part of this agreement. 

14. District Engineer to provide copy of approved permit to NDDOT, Planning and Asset Management, Pavement 
Management Division. 


SFN 5918(1-2016) 
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MERCER COUNTY, NORTH DAKOTA 


GE 88 WEST 


ND-ME-055.000 ) 
ARRY L SCHNAIDT 


\k 


ND— ME— 055.000 


PIPELINE WARNING SIGN 
AND TEST STATION 
CTYP. BOTH SIDES) - 


f 2 * MIN. 

XLRL,. 


PROPOSED JO m PIPELINE 


PIPE SPECIFICATIONS 

PROFILE 

/rs X~943838.27 
^ Y= 17085935.47 

PIPE 30" 0,D. x 0.625" W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION; BORE 

MIN. TEST PRESSURE: 1.800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 

SCAUE: r=40' HORIZ. 

1 - =20 r VERT. 

DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTU ZONE 14 
NORTH AMERICAN DATUM 1983. 

U.S. SURVEY FEET 

T.B.M.: ? STATE HIGHWAY 49 

AT STA. 1+00, ELEV. 2307.19’ 




H C7£7aE B53 1 
O OEfiE dl 
13l2ffi3EEI3l 


ISSUED FOR USE 


ISSUED FOR USE 


ISSUED FOR USE/PERMIT 


DESCRIPTION 


PROJECT NO. 



10395700 


WOOD GROUP MUSTANG. INC. 


NORTH DAKOTA REGISTERED ENGINEERING FIRM 6Z7C 


— DAKOTA ACCESS. LLC 


PROPOSED 30 DAPL PIPELINE CROSSING 

STATE HIGHWAY 49 

IOCES COUNTY NORTH DAKOTA 


BY: CHA | DATE: 12/22/14 DWG. NO. I REV. 

“ B " a tessaSi: ND _ ME _ 055900 ' 


SCALE: AS SHOWN 





















Urlacher, Belinda J. 


From: 

Christensen, Robert C. 

Sent: 

Thursday, March 24, 2016 8:27 AM 

To: 

Urlacher, Belinda J. 

Subject: 

RE: New Approaches 

Belinda, 



I spokE to the NDSHPO and to thE Dakota Access Pipeline environmental lead and all of the Dakota Access Pipeline 
temporary approaches have been reviewed for their project by SHPO. I have asked the State Archaeologist (Paul Picha) 
to inform me of any sites or issues within our ROW that arise, and Paul said that there were none. Therefore, I will not be 
reviewing the individual Dakota Access Pipeline temporary access requests. Please consider all of them approved for 
cultural resources. 

Original Message — 

From: Urlacher, Belinda J. 

Sent: Friday, March 18, 20IG 9:48 AM 
To: Christensen, Robert C. < rchriste@nd.gov > 

Subject: New Approaches 
Importance: High 

Bob. 

Attached are a couple sites that Dakota Access plan to use as temporary approaches. Both locations are in a cut area and 
also along the Knife River. 

Also included is their description as to how much area they plan to cut. 

And of course these guys are ready to start! 

Belinda Ballweber-Urlacher 
District Materials Coordinator 
Dickinson District 
I7DD 3rd Ave West, Ste IDI 
Dickinson, ND 58G0I-30D9 
Office: 7DI-227-652Q 
Fax: 7DI-227-B5D5 
Cell: 7DI-29D-8288 

“You can complain because roses have thorns, or you can rejoice because thorns have roses!" Ziggy 


Original Message 
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CERTIFICATE OF LIABILITY INSURANCE 


9/15/2016 


DATE (MM/DO/YYYY) 

2/4/2016 


THIS CERTIFICATE IS ISSUED AS A MATTER OF INFORMATION ONLY AND CONFERS NO RIGHTS UPON THE CERTIFICATE HOLDER. THIS 
CERTIFICATE DOES NOT AFFIRMATIVELY OR NEGATIVELY AMEND, EXTEND OR ALTER THE COVERAGE AFFORDED BY THE POLICIES 
BELOW. THIS CERTIFICATE OF INSURANCE DOES NOT CONSTHUTE A CONTRACT BETWEEN THE ISSUING INSURER(S) r AUTHORIZED 
REPRESENTATIVE OR PRODUCER, AND THE CERTIFICATE HOLDER. 


IMPORTANT: If the certificate holder is an ADDITIONAL INSURED, the poHcypes) must be endorsed. If SUBROGATION IS WAIVED, subject to 
the terms and conditions of the policy, certain policies may require an endorsement A statement on this certificate does not confer rights to the 
certificate holder In lieu of such endorsement^ a). 



IKe« TT&M: 



naic* 1 

INSURER A 


IH 

INSURER B 



INSURER C 



INSURER O 


. . 

INSURER 





WBBBSai 


producer L0CKT0N companies 

5847 SAN FELIPE, SUITE 320 
HOUSTON TX 77057 
866-2600538 


insured DAKOTA ACCESS, LLC 
1389319 1300 MAIN STREET 
HOUSTON, TX 77002 


COVERAGES 


CERTIFICATE NUMBER; 13887652 


REVISION NUMBER: XXXXXXX 


THIS IS TO CERTIFY THAT THE POLICIES OF INSURANCE LISTED BELOW HAVE BEEN ISSUED TO THE INSURED NAMED ABOVE FOR THE POLICY PERIOD 
INDICATED. NOTWITHSTANDING ANY REQUIREMENT, TERM OR CONDITION OF ANY CONTRACT OR OTHER DOCUMENT WITH RESPECT TO WHICH THIS 
CERTIFICATE MAY BE ISSUED OR MAY PERTAIN, THE INSURANCE AFFORDED BY THE POLICIES DESCRIBED HEREIN IS SUBJECT TO ALL THE TERMS. 
EXCLUSIONS AND CONDITIONS OF SUCH POLICIES, LIMITS SHOWN MAY HAVE BEEN REDUCED BY PAID CLAIMS. 

H 






ilWSR! 

iffi 


TYPE OP INSURANCE 


£ 


POLICY NUMBER 


m 


LIMITS 


commercial general liabjlry 
| CLMMS-MAOE [x [ OCCUR 


MWZY 59829 15 


9/15/2015 


9 / 15/2016 


EACH OCCURRENCE 

I, , 10 , 000,000 


WISP EXP (Any one person) 


PERSONAL & APV INJURY 


GEN'L AGG REGAT E uMIT APPLIES per 

OTHER 


GENERAL AGGREGATE 


PRODUCTS - COMP/OP AGO 


COMBINED SINGLE LIMIT 


a 10 . 000.000 


XXXXXXX 


10 . 000.000 


s 10,000.000 


> 10 , 000-000 


AUTOMOBILE LIABILITY 


X 


MWTB2I711 15 


9 / 15/2015 


9/15/2016 


10.000.000 


ANY AUTO 

ALL OWNED 
AUTOS 

HIRED AUTOS 

MCS-90 


BODILY INJURY (Par person) 


1 NOf* OWNED 

'autos 


* XXXXXXX 


BODILY INJURY (Per accident] 


* XXXXXXX 


PR OP ERTY DAMAGE 


TjttDdrinlL. 


S XXXXXXX 


* XXXXXXX 


UMBRELLA L1AB 
EXCESS UAB 


DED 


I I.! 


OCCUR 
CLAIMS' MADE] 


NOT APPLICABLH 


EACH OCCURRENCE 


* XXXXXXX 


(AGGREGATE 


* XXXXXXX 


RETENTION S 


TTTpST — 

A j STATUTE 


WORKERS COMPENSATION 

AND EMPLOYERS’ LIABILITY y/N 

AMY PROPRIE TOR/PA R TNER/EXE C UTJ f I 

OFFICER/M^MB^R excluded? IN 

(Mandatory in NHJ 1 1 

II yos, describe under 
DESCRIPTION OF OPERATIONS below 


MWC 117949 15 


9/15/2015 


9/15/2016 


Toth- 

J_e 3 _ 


E LEACH ACCIDENT 


10 , 000,000 


E L DISEASE - EA EMPLOYEE 


10 . 000.000 


l£ L. OtBEABE - POLICY UWT 


10 . 000,000 


Description of OPERATIONS t LOCATIONS / VEHICLES (Attach ACORD 101 , Additional Remarke Schedule, may be attached If more space ia required) 
All policies (except Workers’ Compensation/EL) contain a special endorsement with '‘Primary and Noncontributory* wording. 


CERTIFICATE HOLDER 

CANCELLATION See Attachment 


SHOULD ANY OF THE ABOVE DESCRIBED POLICIES BE CANCELLED BEFORE 

THE EXPIRATION DATE THEREOF, NOTICE WILL BE DELIVERED IN 

ACCORDANCE WITH THE POLICY PROVISIONS. 

13887652 

authorized representative 

NORTH DAKOTA DEPARTMENT OF TRANSPORTATION 

608 EAST BOULEVARD AVE. 

BISMARCK ND 58505-0700 
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Risk Management Appendix 

Permits and Licenses with Private Individuals, Companies, Corporations, Etc. (referred to as Recipient): 

Recipient agrees to defend, indemnify, and hold harmless the state of North Dakota, its agencies, officers and 
employees (State), from and against claims based on the vicarious liability of the State or its agents, but not 
against claims based on the State’s contributory negligence, comparative and/or contributory negligence or 
fault, sole negligence, or intentional misconduct. The legal defense provided by the Recipient to the State under 
this provision must be free of any conflicts of interest, even if retention of separate legaJ counsel for the State is 
necessary. Recipient also agrees to defend, indemnify, and hold the State harmless for all costs, expenses and 
attorneys' fees incurred if the State prevails in an action against the Recipient in establishing and litigating the 
indemnification coverage provided herein. This obligation shall continue after the termination of this agreement. 

Recipient shall secure and keep in force during the term of this agreement, from insurance companies, 
government self-insurance pools or government self-retention funds authorized to do business in North Dakota, 
the following insurance coverages: 

1) Commercial general liability and automobile liability insurance - minimum limits of liability required are 
$250,000 per person and $1,000,000 per occurrence. 

2) Workers compensation insurance meeting alt statutory limits. 

3) The State of North Dakota and its agencies, officers, and employees (State) shall be endorsed as an 
additional insured on the commercial general liability and automobile liability policies. 

4) Said endorsements shall contain a “Waiver of Subrogation” in favor of the state of North Dakota. 

5) The policies and endorsements may not be canceled or modified without thirty (30) days prior written 
notice to the undersigned State representative. 

Recipient shall furnish a certificate of insurance evidencing the requirements in 1, 3, and 4 above to the 
undersigned State representative prior to commencement of this agreement. 

The State reserves the right to obtain complete, certified copies of all required insurance documents, policies, or 
endorsements at any time. If Recipient’s insurance will expire prior to the term of this agreement, Recipient 
shall renew the above requirements and furnish a certificate of insurance evidencing the renewal to the 
undersigned State representative prior to the expiration of the insurance. Any attorney who represents the State 
under this policy must first qualify as and be appointed by the North Dakota Attorney General as a Special 
Assistant Attorney General as required under N.D.C.C. Section 54-12-08. 

When a portion of a Contract is sublet, the Recipient shall obtain insurance protection (as outlined above) to 
provide liability coverage to protect the Recipient and the State as a result of work undertaken by the 
Subcontractor In addition, the Recipient shall ensure that any and all parties performing work under the 
Contract are covered by public liability insurance as outlined above. All Subcontractors performing work under 
the Contract are required to maintain the same scope of insurance required of the Recipient The Recipient 
shall be held responsible for ensuring compliance with those requirements by all Subcontractors. 

Recipient’s insurance coverage shall be primary (i.e., pay first) as respects any insurance, self-insurance or self- 
retention maintained by the State. Any insurance, self-insurance or self-retention maintained by the State shall 
be excess of the Recipient’s insurance and shall not contribute with it. The insolvency or bankruptcy of the 
insured Recipient shall not release the insurer from payment under the policy, even when such insolvency or 
bankruptcy prevents the insured Recipient from meeting the retention limit under the policy. Any deductible 
amount or other obligations under the policy(ies) shall be the sole responsibility of the Recipient. This insurance 
may be in policy or policies of insurance, primary and excess, including the so-called umbrella or catastrophe 
form and be placed with insurers rated "A-" or better by A.M. Best Company, Inc. The State will be indemnified, 
saved, and held harmless to the full extent of any coverage actually secured by the Recipient in excess of the 
minimum requirements set forth above. 


RM Consulted 2007 
Revised 5-09 





All policies (except Workers’ Compensation/EL) include a blanket automatic additional insured 
endorsement [provision] that confers additional insured status to the certificate holder only if there is a 
written contract between the named insured and the certificate holder that requires the named insured to 
name the certificate holder as an additional insured. In the absence of such a contractual obligation on 
the part of the named insured, the certificate holder is not an additional insured under the policy. 

All policies include a blanket automatic waiver of subrogation endorsement [provision] that provides this 
feature only when there is a written contract between the named insured and the certificate holder that 
requires it. In the absence of such a contractual obligation on the part of the named insured, the waiver 
of subrogation feature does not apply. 


Miscellaneous Attachment : M49020I 
Master ID: 1389319, Certificate ID: 13887652 



Dakota Access, LLC 
1300 Main St. 
Houston, TX 77002 


Dear Permittee: 


You have submitted to the North Dakota Department of Transportation (NDDOT), in connection 
with your certificate of insurance, additional pages or language on the certificate which either 
purports to limit or qualify the inf ormation reflected on the certificate of insurance or which 
purports to change, modify or amend your company’s insurance policies. NDDOT policy is to 
not solicit, review or approve contractors’ insurance policies, endorsements or amendments to 
insurance policies, or insurance documents other than properly completed certificates of 
insurance, NDDOT contracts specify that contractors are responsible for acquiring and 
maintaining specified coverages and proof of insurance. 

Please have a company executive authorized to execute contract documents sign and date the 
statement below attesting that your company has insurance coverage consistent with the contract 
provisions and immediately fax and mail it back to us. 


Be advised that execution of this contract will be delayed until these issues have been resolved. 



■Joel M. Wilt 

Williston District Engineer 


UTILITY OCCUPANCY APPLICATION AND PERMIT 


Dakota Access. LLC; states that the company has, and will maintain in force, insurance 
coverages (including proof of coverages) consistent with the contract specifications. 
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Vice President, Land and 


Type or Print Name & Title 


Right of Way 
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Applicant Information: 

Sib AOIES^ ULC- 


Occupancy Application and Permit 

Permit # 
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Owner of Facility 
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City 




State 



Type of Facility: 
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r7 - - \ Description of proposed facility (include drawings/sketches/staking sheet) 
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Description of proposed method of installation 
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— Size of Facility 

Number of Cables 

Length of Down Guys 

mo AbiG- 

Pb£ 

VUjft 

Pipeline Pressure 

Size of Casing 

Length of Casing 

Location of Pole(s) 

Location of Appurtenances 

Location-Others 


(Vents, Manholes, Valves, etc.) 

Igmis & Conditions: Installation and method of said facilities on highway right of way shall be subject to the following terms & conditions* and the 
installation &. maintenance provisions, attached hereto and made a part hereof. 


A 

B 


D 

E 

F 

G 


Installation of said facility shall be done in a manner satisfactory to the Mercer County Road Superintendent, 

Applicant shall notify the Mercer County Road Superintendent 48 hours prior to maintaining, relocating, or removal of said facilities 
All disturbed areas shall be restored to their original condition in a manner satisfactory to the Mercer County Road Superintendent. 

Mercer County shall not be liable for damage to said facilities resulting from reconstruction or maintenance of the highway Applicant shall hold 
Mercer County and any of its employees harmless for injury to persons or damage to property resulting from the location of said facilities on 
highway right of way 

Applicant shall repair or replace highway structures and appurtenances, and any existing facilities located on, over, or under highway right of 
way which may he damaged as a result of the installation & maintenance of said facilities on highway right of way 

Applicant shall remove said facilities from h.ghway right of way or shall relocate or adjust said facilities at its sole cost & expense when they are 
requested to do so by Mercer County, which shall be completed as soon thereafter as is practicable. 

Containment of Weeds until permanent grass has been established 
Additional installation Si maintenance requirements are as follows (if applicable): 

Installation shall be completed on or before 
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Date 



Vice President, Land and Right of Way 


Ap^ant Signature 

Applicant is hereby granted permission to install & maintain the facilities applied for, as shown on the plans attached hereto & made a oart 
hereof K 


Approved by Mercer County Board of Commissioners/Road Superintendent this _ day of / 
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Road Superintendent 
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MERCER & MORTON COUNTIES. NORTH DAKOTA 

SECTIONS 35 & 4, TOWNSHIPS 141 it 140 NORTH, RANGE 88 WEST 
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? <k PROPOSED 
/$r~JO“ PIPELINE 


: ND-ME-056.000 : 
MICHAEL HAUPT 




<L STATE HWY. 49, 


wm 


(ND-MO-OOI.OOO; 
VIOLA WEINHARDT, 
LIFE ESTATE 


; ND-ME-056.900: 


PLAN 

SCALE: r=40' 


NATUfiAL^ 

GROUND 


PIPELINE WARNING SIGN 
-AND TEST STATION 
(TYP. BOTH SIDES) 

r-2320* 


103’ MIN. 


PIPE 30” O.D. x 0.625" W.T. 

API 5LX-70 HSAW 

COATING: 14-16 MILS FBE 

W/40 MILS ARO 

SERVICE: CRUDE OIL 

INSTALLATION: BORE 

MIN TEST PRESSURE: 1,800 PSIG 

MOP: 1,440 PSIG 

MIN. YIELD STRENGTH: 70,000 PSI 


PROPOSED 
30” PIPEUNE 


PROFILE 


SCALE: r=40' HORIZ. 
1=20’ VERT. 
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ISSUED FOR USE/PERMIT 


DESCRIPTION 


PROJECT NO. 10395700 


WOOD GROUP MUSTANG. INC. 

NORTH DAKOTA REGISTERED ENGINEERING FIRM 627C 



*-2290' 

✓tn X=945240.41 
^ Y*1 7082829.22 
DATUM: 

ALL ELEVATIONS DERIVED FROM GPS 
OBSERVATIONS (GEOID 2012, NAVD 88) 
BEARINGS BASED ON UTM ZONE 14 
NORTH AMERICAN DATUM 1903. 

U.S. SURVEY FEET 

T.B.M.; £ 30 STREET SW 
AT STA. 0+81 ELEV. 2314.05’ 


DAKOTA ACCESS, LLC 


PROPOSED 20* DAPL PIPEUNE CROSSING 
MERCER AND 30 STREET SW 

MORTON COUNTIES NORTH DAKOTA 


PRAWN BY: MSM DATE: 03/02/ 16 DWG. NO. 

CHECKED BY:RC DATE: 03/03/16 

SCALE: AS SHOWN I APP.; ND~ ME - 056.900 












